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NEWS AND COMMENTARY 


CEI Officers’ Oral Evidence to the Finniston Committee 


The Chairman of the Council of Engineering Institutions, 
Sir John Atwell, C.B.E., F.Eng., supported by other Officers 
and Officials, gave oral evidence to the Government’s Com- 
mittee of Inquiry into the Engineering Profession on 18th 
January. 

The opening statement to the Committee of Inquiry was 
made by Sir John who said: 

* All the Institutions which are members of CEI have had 
the opportunity to give evidence and it is no secret that there 
are important differences of opinion between them. The 
Officers of CEI in their written evidence and in preparing for 
this session have not attempted to represent a consensus. I 
know you will understand and respect our position. 

‘Before we put ourselves at your disposal to answer 
questions, I should like to make a few points that we think 
are important: 

“We do not believe the defects in the performance of 
British industry can be fairly attributed to the quality of 
British engineers or the organization of the profession. 
Engineers are however generally under-valued and under- 
rewarded. 

* Were it possible to start again from scratch it is probable 
that the engineering profession would be organized differently. 
However, the present arrangements work much better than 
some would have you believe, and the benefits of radical 
change would not begin to justify the cost and disruption 
involved. We know of no evidence that methods adopted by 
other countries with quite different traditions would meet our 
needs better. 

“We think the greatest strength of the British system for 
producing engineers is our insistence on practical training and 
experience. Raising academic thresholds in itself is not 
sufficient. We agree that the arrangements for conducting 


The Journal 50... 


We recently had to look up issues of the Institution’s 
Journal published in the twenties and were interested to see a 
report of a discussion meeting which took place just over fifty 
years ago on ‘Selectivity and the Regional Scheme’. Opened 
by Mr G. Leslie Morrow, a former BBC Development 
Engineer, it ranged widely over the problems of the new 
medium-wave network, notably the interference between 
these transmitters and from foreign stations: problems which 
are not too remote from those which have brought the BBC an 
enormous post bag of complaints since the changes of home 
broadcasting wavelengths last November! In 1928/29 one 
solution was a more selective receiver but compromises with 


and monitoring practical training and experience need to be 
strengthened, and that public finance will be necessary. We 
are convinced that the Institutions have an extremely 
important role in all this and that membership of an appro- 
priate institution is very beneficial to an engineer. 

‘We are satisfied that the Registration of engineers at all 
levels is in the public interest. We regard the ERB, despite its 
limitations, as an effective and economical organization 
which has steadily improved its performance and which has 
a great deal of expertise. Any new registration body set up to 
replace it would have much the same problems and would 
have to rely on the work of much the same people, but would 
have to pay them for their work. It would be much more 
expensive to run and more remote from the profession it 
serves. (The ERB costs about £100,000 p.a.) 

“Given time, there is no reason why the ERB should not 
gain full recognition on a voluntary basis. However, rapid 
progress depends on Government recognition. I have no 
doubt that, given the resources, the ERB is capable of 
adapting to meet any reasonable demands on it that Govern- 
ment recognition may imply. 

“We are completely unconvinced by the arguments for 
general licensing of all engineers. It is unworkable and 
unnecessary. 

‘Finally, a word about academic standards for Chartered 
Engineers. There are, unfortunately, wide variations in the 
standards of degrees awarded in this Country. We therefore 
regard the CEI exam as the yardstick for assessing whether 
or not a particular degree is acceptable. ’ 

This CEI Officers’ statement has already met with unofficial 
approval from our own Institution as being much more in 
tune with IERE views than were previous pronouncements by 
CEI and some other Institutions. 


25....10 years Ago 


sensitivity and distortion worried some speakers. 


Taking a jump of 25 years to the March 1954 Journal 
showed us one of the first ‘feature issues-—and a very 
different theme from 1929. Four papers, from a symposium 
on ‘Vibration Methods of Testing’, dealt with generators, 
stroboscopes, strain gauges and other transducers, and the 
associated electronic equipment. 


A further jump to March 1969 revealed papers on large 
scale integration, flashover in picture tubes, stored micro- 
program control using tunnel diodes, and RC active 
circuits. 
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The Role of Risk Analysis in Engineering 

On Monday, 26th March, at 3.00 p.m., Mr B. Hildrew, 
F.Eng., Managing Director of Lloyds Register of Shipping, 
will deliver a paper on the above subject to an Ordinary 
Meeting of the Fellowship of Engineering. The meeting will 
be held at the Institution of Mechanical Engineers, and it is 
open to all Chartered Engineers. A summary of Mr 
Hildrew’s paper is as follows: 

Following a discussion of the various problems associated 
with rapidly evolving technology, a review will be given of 
the various risk analysis methods covering function, 
approach, principles and techniques. Of particular im- 
portance is the need for supporting historical data, and 
theoretical and laboratory tests on the reliability of 
engineering components. The application of risk and 
reliability techniques to various engineering areas will 
briefly discussed, together with the growing importance of 
the use of such techniques to future problems. In a rapidly 
evolving technological world with its increasing complexity, 
there is a real need to apply the discipline of risk analysis 
to an increasing extent. Moreover, the engineering pro- 
fession must apply these techniques in association with 
its in-depth experience knowing that it must be responsible 
to the community for the safe performance of any 
engineering product. 

Tickets for admission will not be issued, but all who wish 
to attend are asked to inform the secretary of the Fellowship 
of Engineering, 2 Little Smith Street, London SWI, (Tel: 
01-799 3912) as accommodation will be limited. 


BUPA Group for IERE Members 

We would like to remind members that the Institution 
operates a Group Scheme with BUPA, so as to help members 
who, in the event of illness, would like to have private 
treatment for themselves and their families. Group member- 
ship enables a member to obtain a rebate of 10% on the basic 
rate of subscription, plus immediate cover upon acceptance 
instead of the usual three months’ waiting period. 

Present members of the IERE Group are advised by 
BUPA to re-examine their level of cover before their annual 
renewal date in view of the impending increases in Hospital 
charges. At present, for a London Teaching Hospital the 
private accommodation charge is about £460 per week 
while a Provincial Teaching Hospital charge for accom- 
modation is £343 per week, and a General Hospital charges 
£300 per week. 

The Medical Centre in King’s Cross, London provides 
facilities for complete health checks. Subscribers of the 
Group may avail themselves of a complete screening at this 
unique fully automated clinic for a specially reduced fee. 

Further details for joining BUPA or any of the extra 
schemes may be obtained from Mr F. W. Tyler, Deputy 
Secretary, IERE, 99 Gower Street, London WCIE 6AZ. 
(Telephone 01-388 3071). 


Fellowship of Engineering 

The Annual General Meeting of the Fellowship of 
Engineering was held at St. James’s Palace on Friday, 9th 
February, under the Chairmanship of the Senior Fellow, 
H.R.H. The Duke of Edinburgh. Lord Hinton of Bankside, 
O.M., F.R.S., the President, reported upon the activities of 
the Fellowship during the past year and sixty new Fellows 
were elected. The new Fellows included Professor William 
Alexander Gambling, Head of the Department of Electronics 
at the University of Southampton and Immediate Past 
President of the Institution, and Professor David Evan 
Naunton Davies, Department of Electronic and Electrical 
Engineering, University College London, a Past Vice 
President of the IERE. 
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CEI Officers for 1979 


The Board of CEI, at its meeting on 25th January 1979, 
elected Dr. G. S. Hislop, C.B.E. (formerly of Westland 
Helicopters) as Chairman of the Council, and Dr. P. A. 
Allaway, C.B.E. (Chairman of EMI Electronics’ and a Past 
President of the IERE) as Vice Chairman. They took up 
office at the conclusion of the Annual General Meeting of 
CEI on 15th March. 


Research into Industrial Robots 


The National Engineering Laboratory is embarking on an 
18-month research programme into the development of 
industrial robots. 


The programme, which is being financed by the Department 
of Industry’s Mechanical Engineering and Machine Tools 
Requirements Board, is part of the programme of the 
Committee for Automated Small Batch Production. It will 
extend the NEL’s present research into the use of robots in 
arc welding to the general development of techniques, 
standards and applications of robot devices. 


The main activities will be in interface and performance 
standards with basic facilities for evaluation and calibration. 
Research will also be aimed at enhancing the abilities of 
robots. These are seen as common to the likely applications 
of industrial robots or to extend their use into small batch 
applications. 


The specific areas of research are: 


Evaluation of Robot Characteristics and Performance 
Standards 


The eventual aim is to provide standards and calibration 
support for industry in characteristics such as static and 
dynamic positioning, loading deflections and manoeuvrability. 


Development of Interface Standards 


Standards will be important in those areas where industrial 
robots interface with humans and have mechanical, electrical 
or optical interfaces with the outside world. High-level- 
language standards will also be considered. 


Simulation 
Facilities are being developed to simulate robot movements. 


Review of Applications 


A comparison is being made of the present and potential 
UK market which would be available to robots with improved 
features. Particular attention is being paid to checking 
Japanese and German predictions that, with the provision of 
tactile sensors and facilities for inspecting and orienting 
parts, there will be a large increase in potential applications. 


Equipping Robots with Sensors 


The project will review the research work done on sensors 
for complex applications—recognizing and selecting parts 
for a bin; recognizing and rejecting a faulty part; adjusting 
for variations in workpiece dimensions as in welding and 
making use of force or torque measurements to avoid damage 
or incorrect assembly. Particular attention will be paid to 
work which is relevant to the UK interest in the automation 
of batch production. Certain features such as visual inspection 
and recognition will be implemented and demonstrated, and 
the work currently being done on weld joint recognition will 
be extended to more general surface profile sensing. 


The use of microprocessors and multi-processor con- 


figurations will be examined, but the cost of computer. 


processing and communications will not be assessed. 
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Forthcoming Institution Meetings 


London 
Wednesday, 28th March 


JOINT IERE MEASUREMENTS AND INSTRUMEN-. 


TATION GROUP/IEE 
Colloquium on MEASUREMENTS AND 
HIGH VOLTAGE 


Royal Institution, Albemarle Street, London 
W1, 10.00 a.m.* 


Tuesday, 10th April 
AEROSPACE, MARITIME 
SYSTEMS GROUP 
Colloquium on PORTABLE 
COMMUNICATION SYSTEMS 


Royal Institution, Albemarle 
London W1, 10.00 a.m.* 


AND MILITARY 


Street, 


Friday, 11th May 

JOINT IEE/IERE MEDICAL AND BIOLOGICAL 
ELECTRONICS GROUP 

Colloquium on MINIATURE 
TRANSDUCERS FOR MULTI- 
PARAMETER CLINICAL 
DIAGNOSTICS 

IEE, Savoy Place, London WC2, from 
where further information may be obtained. 


Tuesday, 15th May 

JOINT IERE/IEE MEDICAL AND BIOLOGICAL 
ELECTRONICS GROUP 

Colloquium on STORAGE DEVICES 
FOR MEDICAL AND BIOLOGICAL 
SIGNAL ANALYSIS AND 
RECORDING 


Royal Institution, Albemarle 
London W1, 10.00 a.m.* 


Street, 


Tuesday, 5th June 
COMMUNICATIONS GROUP IERE/RSGB 
Colloquium on MICROWAVE 
COMMUNICATIONS IN THE 
AMATEUR SERVICE 

Royal Institution, Albemarle 
London W1, 10.00 a.m. 


Street, 


Tuesday, 12th June 

COMPONENTS AND CIRCUITS GROUP 
Colloquium on PERIPHERAL 
COMPONENTS FOR MICRO- 
PROCESSORS 


Royal Institution, Albemarle 


Street, 
London W1, 10.00 a.m.* 


Beds and Herts Section 

Thursday, 29th March 

Optical fibre communications 

By Professor W. A. Gambling (University 
of Southampton) 
‘Hatfield Polytechnic, 7.45 p.m. (Tea 7.15 
p.m. 


* Advance registration necessary. Further 
details from Colloquium Registrar, IERE. 
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Thursday, 26th April 

ANNUAL GENERAL MEETING 
followed by 

Loudspeakers 

By J. Akroyd (Decca Radio and Television) 
Hatfield Polytechnic, 7 p.m. (Tea 6.45 p.m.) 


East Midland Section 
Tuesday, 3rd April 
ANNUAL GENERAL MEETING 


Room H.08, Leicester Polytechnic, 
7.15 p.m. 


Kent Section 

Thursday, 5th April 

ANNUAL GENERAL MEETING 
followed by 

The Dolby noise reduction system 
By J. Iles (Dolby Laboratories) 


Boxley Country Club, Boxley, Nr. 
Maidstone, 7.00 p.m. 


Merseyside Section 

Wednesday, 4th April 

ANNUAL GENERAL MEETING 
followed by 

A Discussion on Membership of the IERE 
Opened by the Secretary of the Institution 
Bradford Hotel, Tithebarn Street, Liver- 


pool 2 
(Please note change of venue) 


North Eastern Section 
Tuesday, 10th April 


Quadraphonics and other multichannel 
sound systems 


By Dr. K. Barker (University of Sheffield) 


Newcastle-upon-Tyne Polytechnic, 
Ellison Building, Ellison Place, 6.00 p.m. 
(Tea 5.30 p.m.) 


Northern Ireland Section 
Wednesday, 25th April 

Electronic development in the automotive 
field 

By R. Bird (Lucas Electrical) 


Castlereagh College of Further Education, 
7.00 p.m. 


North Western Section 


Wednesday, 28th March 

JOINT MEETING WITH IEE 

Electronics for off-shore oil rigs 

By J. Couser (Ferranti Off-shore Systems) 


Lancashire County Cricket Club, Talbot 
Road, Old Trafford, 6.15 p.m. (Light 
refreshments available before the lecture.) 


Thursday, 26th April 
Automobile electronics 
By a lecturer from Rolls-Royce 


Bolton Institute of Technology, Deane 
Road, Bolton, Lancs 6.15 p.m. (Light 
refreshments available before lecture.) 


Scottish Section 

Wednesday, 4th April 

PUBLIC LECTURE 

Human engineering 

Prof. J. M. A. Lenihan (Department of 
Clinical Physics, University of Glasgow) 
Boyd Orr Lecture Theatre, Glasgow 
University 


Thursday, Sth April 

PUBLIC LECTURE 

Human engineering 

Prof. J. M. A. Lenihan 

David Hume Building, Edinburgh 


Southern Section 
Wednesday, 21st March 

ANNUAL GENERAL MEETING 
followed by 

Electronics in supertankers 


By A. M. Bate (London and Overseas 
Freighters) 


Boldrewood Lecture Theatre, Medical 
School, University of Southampton, 7.00 
p.m. (AGM), 7.30 p.m. (Lecture) 


Wednesday, 4th April 
CEI MEETING 


Symposium on The Engineer and the 
Environment 


Southampton University. 


Further information from The Director, 
Southern Science and Technology Forum, 
Building 25, The University of Southampton 
Southampton SO9 SNH. (Tel: 558379) 


Thursday, 26th April 
Microcomputers and their applications 
By H. Kornstein Untel Corporation) 


Farnborough College of Technology, 
7.00 p.m. 


South Midland Section 

Tuesday, 24th April 

Some thoughts and experiments on audio 
topics 

By P. J. Baxendall 

followed by the 

ANNUAL GENERAL MEETING 


Carlton Hotel, Parabola Road, Cheltenham 
7.00 p.m. 
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South Wales Section 


Thursday, 5th April 
JOINT MEETING WITH IEE 
Viewdata 


By K. E. Clarke (Post Office Research 
Centre, Martlesham) 


University College of Swansea, 6.30 p.m. 
(Tea 5.30 p.m.) 


Tuesday, 24th April 
JOINT VISIT WITH INSTITUTE OF PHYSICS 


British Steel Corporation of Wales Research 
Laboratories, Port Talbot. 


Tour of Instrumentation Laboratories from 
3.00 p.m. to 5.00 p.m. (Tea 5.00 p.m.) 
Lecture on Research Laboratory Function 
in British Steel Corporation, 6.00 p.m. 


South Western Section 
Monday, 2nd April 

ANNUAL GENERAL MEETING 
Royal Hotel, Bristol, 7.00 p.m. 
(Refreshments available after meeting.) 


Tuesday, 3rd April 
JOINT MEETING WITH IEE 
Brain activity and its relation to function 


By Dr. R. Cooper (Burden Neurological 
Institute) 


The College, Regent Circus, Swindon, 
6.15 p.m. (Tea 5.30 p.m.) 


Wednesday, 25th April 

JOINT MEETING WITH IEE 

Impact of LSI on logic circuit design 
By Professor D. W. Lewin (Brunel 
University) 


The Canteen, Westinghouse Brake & 


Signal, Chippenham, 6.00 p.m. (Tea) 
5.30 p.m.) 

Wednesday, 2nd May 

JOINT MEETING WITH IEE 

Digital television studios—when? 

By J. Baldwin ([BA) 

Chemistry Lecture Theatre No. 4, 
University of Bristol, 6.30 p.m. (Tea 


6.00 p.m.) 


Thames Valley Section 
Thursday, 3rd May 

ANNUAL GENERAL MEETING 
followed by 

Recent advances in frequency synthesis 


By K. Thrower (Racal Advanced Develop- 
ments Division) 


Caversham Bridge Hotel, Reading, 7.30 p.m 


West Midland Section 
Wednesday, 25th April 

ANNUAL GENERAL MEETING 
followed by Quadraphonics 


By R. I. Collins and C. P. Daubney (JBA) 
Wolverhampton Polytechnic, 7.00 p.m. 
(Tea 6.30 p.m.) 


Yorkshire Section 
Tuesday, 27th March 
Prestel: The Post Office Viewdata Service 


By K. E. Clarke (P.O. Research Centre 
Martlesham) 


University of Leeds, 6.30 p.m. 


Tuesday, 24th April 


One-day Conference: MICROPROCESS- 
ING ’79—The Micro in Society 


Royal Station Hotel, York. 


Applicants 
for Election and 
Transfer 


THe MEMBERSHIP COMMITTEE at its meeting on 2nd February 1979 recommended to 
the Council the election and transfer of the following candidates. In accordance with 
Bye-law 23, the Council has directed that the names of the following candidates 
shall be published under the grade of membership to which election or transfer is 
proposed by the Council. Any communication from Corporate Members con- 
cerning the proposed elections must be addressed by letter to the Secretary within 
twenty-eight days after publication of these details. 


February Meeting (Membership Approval List No. 255) 


GREAT BRITAIN AND IRELAND 


CORPORATE MEMBERS 


Transfer from Member to Fellow 


CURTIS, George Henry. Cumbernauld, Glasgow. 
HALSALL, James Richard. Runcorn, Cheshire. 


Transfer from Graduate to Member 


AHMAD, Rashid. London. 
BOULTON, Dion Craig. Derby. 
CRINSON, Leslie Holmes. Newcastle-upon-Tyne. 
DAVIS, Michael Jefferson. South Shields, 
Tyne & Wear. 
DEGUN, Joginder Singh. Luton, Bedfordshire. 
HARDMAN, James Colin. Leyland, Lancashire. 
ILLINGWORTH, Graham. Hitchin, Hertfordshire. 
LEE, Christopher John. Warminster, Wiltshire. 
STEVENSON, John Graham. West Drayton, 
Middlesex. 
VYAS, Dinker. London. 


Transfer from Student to Member 


ALDOUS, Jack Maurice. Wokingham, Berkshire. 
MURPHY, Robert Stephen. Wincanton, Somerset. 


Direct Election to Member 


COOK, James Ian Gateshead, Tyne & Wear. 


NON-CORPORATE MEMBERS 


Direct Election to Companion 


MICHAELSON, Robert Bernard. Great Malvern, 
Worcestershire. 
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Transfer from Student to Graduate 
FU, Hay Yau. London. 
Direct Election to Graduate 


MAYHEW, Trevor Paul. 
SQUIRES, Peter John. 
WARREN, Simon John. 


Saxmundham, Suffolk. 
Erith, Kent. 
Belvedere, Kent. 


Direct Election to Associate Member 


HUMPHRIES, Vincent George. St. Austell, 
Cornwall. 

ROBINSON, Dennis Robert. St. Lawrence, 
Jersey, Cl. 


SULLIVAN, Michael. Dymchurch, Kent. 
Direct Election to Associate 
NIXON, Anthony Michael. Plymouth, Devon. 
Direct Election to Student 


BRACEY William. Eastbourne, Sussex. 

FEREBEE Ian Charles. Morden, Surrey. 

SPENCELEY, Nicholas Michael. Epsom Downs, 
Surrey. 


OVERSEAS 
CORPORATE MEMBERS 


Transfer from Member to Fellow 
TEO, Chye Poh. Singapore. 


Transfer from Graduate to Member 


LAM, Kay Leung George. Hong Kong. 
OLANTYI, Joseph Abimbola. Jbadan Nigeria. 
SMITH, Reardon. Singapore. 

YOUNG, John Andrew. Rio de Janeiro, Brazil. 


Transfer from Student to Member 
SIEW, Ying Oak. Singapore. 


Direct Election to Member 
LEUNG, Tsun Ho Michael. Hong Kong. 


NON-CORPORATE MEMBERS 


Transfer from Student to Graduate 


CHAN, Pang Chiu. Hong Kong. 


Direct Election to Graduate 


LAM, Lai Yin. Hong Kong. 


Transfer from Graduate to Associate Member 


DUGGAL, Jaghohan Sarup. Poona, India. 


Direct Election to Associate Member 


ABDULHUSSAIN, Mansur. Dubai, UAE. 
IKEJIAKU, Sylvester C. D. Lagos, Nigeria. 
SUTHERLAND, Nigel. Wellington, New Zealand. 


Direct Election to Student 


LAI, Kei Hok. Hong Kong. 
LAM, Kim Chuen Kenneth. Hong Kong. 
LEUNG, Wai Ming. Hong Kong. 
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Members’ Appointments 


CORPORATE MEMBERS 


C. S. den Brinker, M.Sc. (Fellow 1973), - 
Technical Manager of Redifon Tele- 
communications since November 1977, 


has been appointed to the Board of the 
company. Mr. den Brinker, who was first 
Chairman of the: Institution’s Beds. and 
Herts. Section, currently serves on the 
Council and on the Components and 
Circuits Group Committee. 


M. S. Hasan, M.Sc., B.Sc. (Fellow 1978, 
Member 1973), who has been with the 
Water and Power Development Authority, 
Pakistan, since 1972, has been promoted to 
Chief Engineer, Telecommunications. 


J. W. Parsons (Fellow 1977, Member 1971), 
Deputy Managing Director of ITR Inter- 
national Time since August last year, has 
been appointed Managing Director. 


K. C. Stuart (Fellow 1975, Member 1967, 
Associate 1966), who joined Cable and 
Wireless as an apprentice in 1946, has been 
appointed General Manager of Eastern 
Telecommunications (Philippines). His 
previous appointment was as Admin- 
_ istrative Manager for Cable and Wireless 
at Bahrain. 


D. P. Taylor (Fellow 1972, Member 1964, 
Graduate 1955), formerly Managing 
Director of Hewlett-Packard from 1969 to 
1978, has joined Sinclair Radionics Ltd. as 
a non-executive Director. 


M. C. Anderson (Member 1973, Graduate 
1969) has been appointed Materials 
Manager with Data General, Southall. 
From 1976 to 1978 he was Systems Manager 
with EMI Medical. 


T. M. Ball (Member 1963, Graduate 1960), 
who has been with British Aerospace 
(formerly Hawker-Siddeley Aviation) for 
some years, has been appointed Chief Buyer 
(Avionics and Electronics) of the Kingston- 
Brough Division. Mr. Ball has represented 
the Institution on BSI technical committees 
and he is currently Vice-Chairman of the 
Kingston branch of the Institute of 
Purchasing and Supply. 


J. C. A. Chaimowicz, Dipl.Ing.E.S.E- 
(Member 1977) is now Senior Development 
Engineer, Electro-optics, with Linotype- 
Paul, Cheltenham. 


D. E. A. Coles (Member 1973), who joined 
the Chief Signal Engineer’s Department of 
London Transport in 1977, is now graded 
Tech. 1 and concerned with train inter- 
ference instrumentation. 


J. Dixon (Member 1973, Graduate 1972) 
has taken up a post as Resident Tutor in 
Electronics with the British Gas School of 
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Engineering at Killingworth, Newcastle- 
upon-Tyne. For the past 11 years he has 
been with the Northern Regional Health 
Authority as an Electronics Manager. 


Fit Lt P. M. Eckert, B.Sc., RAF (Member 
1976, Graduate 1972) has been posted to 
RAF Leuchars as Officer Commanding Air 
Radio Servicing Flight. Since March 1976 
he has been Officer Commanding Engin- 
eering Information Centre at the Main- 
tenance Data Centre, RAF Swanton 
Morley. 


J. R. Flanders (Member 1973, Graduate 
1969), who has recently retired from the 
RAF after a 21 year engagement, latterly as 
Computer Projects Officer at RAF Swanton 
Morley, has been appointed Sales Engineer 
with the English Electric Valve Company, 
and is concerned with ground based radar 
microwave devices. 


Major G. W. Howard, R.Sigs (Member 
1972, Graduate 1967) has returned to the 
UK to take up a staff appointment at the 
Headquarters Intelligence Centre. 


M. D. K._ Kendall-Carpenter, O.B.E. 
(Member 1973, Associate 1969) is now Head 
of Line Telecommunications Training at 
the Cable and Wireless Telecommunications 
College, Porthcurno. Since returning to the 
UK in 1976 from the West Indies, he has 
been Head of Overseas Consultancy 
Services with Cable and Wireless. 


J. D. Lythgoe, B.Sc., M.Tech. (Member 
1969) was appointed Head of the Engin- 
eering Department at Watford College in 
September 1978. He was previously a 
Principal Lecturer in Electronics at Oxford 
Polytechnic. 


J. McGrath (Member 1974, Graduate 
1970), who has been with Radio Telefis 
Eireann since 1966, is now Senior Engineer 
in Charge, North Eastern Region. 


A. C. Powell (Member 1969, Graduate 1963) 
has recently taken up a post with the 
Department of Transport in Bristol as an 
Electronics Engineer (P & TO 1). He was 
previously with the UK Atomic Energy 
Authority at Aldermaston. 


Major B. Reavill, REME (Member 1965) 
has relinquished his post as Senior Quality 
Officer, Army Ground Radar Group with 
the Electrical Quality Assurance Director- 
ate, Bromley, and is now Officer in Charge, 
15 Maintenance Advisory Group (Electro 
Medical & Dental Equipment) of the 
Weapons Branch, REME. 


J. J. Sainsbury (Member 1970, Graduate 
1966) has joined Ultra Electronic Controls, 
Acton, as a Project Engineer. He was 
previously Section Leader of Control 
Engineering with the Shoe and Allied 
Trades Research Association, Kettering. 


Weg Cdr G. E. Trevains, RAF (Ret.) (Member 
1959) is now Guided Weapons Safety 
Officer with the Hatfield/Lostock Division 
of British Aerospace Dynamics Group at 
Hatfield. His final appointment before 
retiring from the RAF was with the 
Directorate of Engineering Policy (RAF), 
Ministry of Defence. While Assistant Air 
Attaché at the British Embassy in Paris, 
Weg Cdr Trevains was on the Committee 
of the Institution’s French Section, and 
more recently he has served on the Aero- 
space, Maritime and Military Systems 
Group Committee. 


NON-CORPORATE MEMBERS 


D. A. Harding (Graduate 1973) is now 
Area Engineering Manager, UK and 
Ireland for AccuRay (UK) of Rickmans- 
worth. 


H.-K. Kwan, B.Sc., M.Phil. (Graduate 1976) 
is now working in the Department of 
Electrical Engineering at Imperial College 
London on digital filter research for a 
Ph.D. degree; before leaving Hong Kong 
he was a Design Engineer with Tek-Devices. 


C. K. Li, B.Sc., M.Sc. (Graduate 1976) is 
now with the Dynamics Section, London 
Transport Executive. For the previous two 
years he was Research Assistant in the 
Control Engineering Group of the Poly- 
technic of Central London. 


Col. M. H. Mackenzie-Orr, O.B.E., G.M. 
(Graduate 1965) has been appointed 
Director, Army Quality Assurance with the 
Defence Quality Assurance organisation of 
the Government of Australia in Melbourne. 
He was previously Commanding Officer of 
the Australian Defence Explosive Ordnance 
Disposal School, Liverpool, New South 
Wales. 


Lt Cmdr D. K. Allen (Associate Member 
1976) is now Deputy Base Engineer Officer 
with the Royal Bahamas Defence Force. 
From 1973 to 1978 he was Marine Radio 
Electrical Officer with the Royal Bahamas 
Police; he had previously served with the 
Royal Navy for 23 years, latterly as a Chief 
Radio Electrical Artificer. 


P. J. Hulse (Associate Member 1974) is 
now Workshop Manager (Electronic and 
Instrument) at 41 Command Workshop 
REME, Huntington, York. His previous 
appointment was as an Assistant Project 
Officer in the Telecommunications and 
Radar Branch REME, Malvern. 


Lt Cdr J. W. Smith, RN (Associate Member 
1974) has completed a 2-year tour of duty 
in HMS Charybdis as Weapons Engineer 
Officer and is now Staff Engineer Liaison 
Officer to Flag Officer Plymouth. 


S. D. Buckingham (Associate 1961), formerly 
Telecommunications Advisor to the Oil 
Service Company of Iran, is now in practice 
as a telecommunications consultant in 
Mallorca. 
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Letters to the Editor 


From: Professor D. A. Bell, F.Inst.P., C.Eng., F.LE.E., 
FTLE:R:E:; 


Mr. J. D. Sampson, M.A., C.Eng., F.I.Mech.E., 
F.I.Mar.E. 


Academics or Entrepreneurs ? 


We can hardly expect budding radio and electronic 
engineers to be both of the above immediately on completion 
of a 3-year (or possibly 4-year) university course for an 
honours degree, especially as most such degree courses 
purport to cover electrical power engineering as well as 
electronic engineering. Yet our industry clearly needs both. 
The problem is enhanced by the fact that an appreciable 
number of members of our profession have initial training as 
physicists or mathematicians and they, too, are needed. So I 
endorse the President’s plea for flexible syllabuses in his 
Presidential Address, published in The Radio and Electronic 
Engineer for January 1979. For many years I have sought to 
have some basic economic or business training included in the 
undergraduate curriculum, but I have always had a sneaking 
doubt at the back of my mind: should one put all students 
through this programme regardless of motivation? Britain 
has always been notorious for a belief in amateurism in 
management; but can this really be changed by adding a 
little more to the undergraduate curriculum of all engineers, 
or should one rely on the outstanding engineers following the 
same path as our President and acquiring whatever additional 
knowledge may be necessary as their careers progress ? 


87 East End, D. A. BELL 
Walkington, Beverley, HUI7 8RX 


6th February 1979 


Representation for Professional Engineers 


Lord Denning has been widely described as perhaps the 
greatest judge of recent times. On January 17th this year, as 
Master of the Rolls and Senior Judge of the Court of Appeal, 
he and his two colleagues, Lords Justice Lawton and Brandon, 
dismissed the Appeal of ACAS against the High Court 
Judgement of Mr. Justice May in the case of UKAPE v. 
ACAS. In his judgement, Lord Denning described Profes- 
sional Engineers in these terms: 

‘Men of standing who had qualified by taking a university 
degree in engineering or attained equivalent status by 
experience. Traditionally they are regarded as the elite of 
their calling. They rank higher in the social: scale than 
craftsmen, draughtsmen and technicians. Their outlook is 
different. Their values are different. Their loyalites are 
different. They have no political objectives. In particular 
these professional men would not normally regard it as 
appropriate to resort to strike action to redress their 
grievances. Yet they have come to see the value of collective 
bargaining.’ 

Lord Denning’s judgement gave a clear ruling that, if the 
great majority of engineers in a particular group wished to be 
represented by their own Professional Association, then both 
the employer and ACAS, if it was asked to adjudicate on the 
matter, should grant recognition to that Association. He 
said the attitudes and threats of the incumbent Unions 
representing other employees should be discounted. 

This case has been regarded as of National importance 
because it involves the interpretation of the basic terms of 
reference of ACAS, as well as the fundamental freedom of 
professional people to choose their own representative agent. 
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The Court of Appeal therefore gave to ACAS leave to appeal 
to the House of Lords and this they will certainly do. An 
unfortunate error in the Daily Telegraph article on the 
Judgement stated that the Lords’ Appeal costs would have 
to be borne by ACAS but, in fact, no such order was made 
and, although UKAPE have been awarded costs in the 
Lower Courts, we must shoulder our own costs in the Lords, 
at least until the Law Lords decide otherwise. 


UKAPE has been fighting at Allen’s for this simple right 
since 1971. The faith and dedication of UKAPE members 
have been amply demonstrated by the £14,000 which they 
have voluntarily subscribed so far to help meet the legal 
costs. Over £1,000 has also come from non-member engineers 
including colleagues from as far away as Australia. UKAPE 
is fighting this battle on behalf of all professional employees 
and engineers in particular. Our slender resources are fully 
stretched and UKAPE is appealing for help from all engineers 
to fund the House of Lords Hearing. Contributions to 
‘UKAPE Action Fund’, addressed to me at 32 High Street, 
Bookham, Surrey, will be gratefully received. 


JOHN SAMPSON 
General Secretary, 
UKAPE 


32 High Street, 
Bookham, Leatherhead, 
Surrey, KT23 4AG. 


5th February 1979 


Standard Frequency Transmissions 
(Communication from the National Physica! Laboratory). 
Relative Phase Readings in Microseconds 


NPL—Station 
(Readings at 1500 UTC) 


January Droitwich 

1979 MSF 60 kHz GBR 16 kHz 200 kHz 
I 2°5 6:2 21-4 
2 2-7 5:6 20:8 
3 29 5:8 20:2 
4 2:8 6:1 19-7 
5 3:1 5:8 19-0 
6 2-8 5-7 18-3 
7 2-5 5:9 17-8 
8 29 5-4 17-1 
9 3-0 4-6 16-3 
10 3-0 4-6 15-6 
II 2-9 6-2 14-9 
12 2-9 5:4 14-2 
13 3-0 5:8 13-4 
14 3-0 6:0 12-8 
15 2:8 5-4 12-3 
16 2-9 4:8 11-4 
17 2:8 3-6 10-8 
18 2:8 3-6 12:8 
19 2-9 43 15-3 
20 3:0 3-6 16-9 
21 3:0 4-0 18-3 
22 2:8 4-| 19-7 
23 2-9 4-| 20-4 
24 _ a 21-0 
25 2:8 3-6 21-6 
26 2-7 3:6 22:8 
27 = 3-6 23°7 
28 2-4 3-6 24-7 
29 2:6 — 25:7 
30 2-7. 4:3 27-0 
31 2:6 4:2 28: | 


Notes: (a) Relative to UTC scale (UTCyp.—Station)\=+10 at 
1500 UTC, Ist January 1977. 

(b) The convention followed is that a decrease in phase 
reading represents an increase in frequency. 

(c) Phase differences may be converted to frequency 
differences by using the fact that Ius represents a 
frequency change of | part in 10'' per day. 
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News from Industry 


Specialized Oscilloscopes for 100 MHz Operation 


As part of a new range, based on their general-purpose 
100 MHZ oscilloscope (PM 3262), Philips have introduced 
two further models—a storage oscilloscope and an instru- 
ment featuring multi-function tuning facilities and event 
counting which employs microprocessor control. 

Writing speeds up to 1000 div/us are possible with the 
compact portable dual-trace 100 MHz storage oscilloscope 
(PM 3266). It uses a transfer charge cathode-ray tube system 
and provides these high writing speeds over the whole screen. 
Storage time at maximum speed varies from 15s to one hour, 
depending on intensity. Autoerase and variable persistence 
facilities are also provided. 


source errors and mis-setting of trigger controls will also 
result in warnings. 

Equipping a standard oscilloscope with a microprocessor 
provides multifunction timing facilities with simple operation 
and no instrument cabinet extensions are needed. Benefits of 
the Philips’ system include storage of subsequent event and 
time settings, indication of faulty instructions and self-test of 
the l.e.d. display. Also built in is a service monitor and a set 
of service routines for the microprocessor to simplify service 
and maintenance. 

These oscilloscopes, which are made by Philips’ Scientific 
and Industrial Equipment Division at Eindhoven in The 
Netherlands, are marketed in the U.K. by Pye Unicam. 


Fig. 1. Philips new 100 MHz PM 3266 storage oscilloscope 
uses a transfer charge tube system to provide high writing 
speeds up to 1000 div/us with display over the whole screen 


Facilities shared with the basic PM 3262 include alternate 
display of main and delayed sweeps, a third trigger view 
channel, 5 mV sensitivity over the whole bandwidth, with 
2 mV up to 35 MHz, and a trigger bandwidth up to 200 MHz. 

The oscilloscope uses a specially-developed, high-speed 
image transfer storage tube with scan magnification in the 
vertical direction providing the high writing speeds over the 
screen. A writing speed of 1000 div/ws makes it possible to 
store single-shot signals up to the maximum vertical ampli- 
fier bandwidth. 


Versatile timing measurement capability and facilities for 
delay by time or event are combined in the microprocessor— 
equipped 100 MHz oscilloscope, the Philips PM 3263. A 
two-trace instrument, it provides a dual-delay timebase, 
digital delay, direct frequency measurement and automatic 
TTL triggering. Sensitivity of the instrument is 5 mV over the 
full band width,with 2 mV up to 35 MHz. Timing measure- 
ments include time interval and frequency, and event 
counting is possible before the delayed or main timebase 
Start. 


A built-in l.e.d. display provides unambiguous readout of 
delay times, events and frequency. Other features include 
alternate display of main and delayed sweeps and a trigger 
view facility which can be used as a third display channel. 


Time and frequency are displayed in engineering notation 
and operator errors are also indicated. If time measurements 
are being carried out when the main timebase is uncalibrated 
for example, the division indication will be given rather then 
time. Frequency measurements with too small a resolution 
will result in an UNCAL warning on the l.e.d. display. Trigger 
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Fig. 2. Philips new PM 3263 100 MHz microprocessor- 
equipped oscilloscope combines versatile timing facilities 
with delay by time or events. 


New Programming Language for Microelec- 
tronics Circuits 

What is claimed to be a major new technique for the 
design of microelectronic devices has been announced by the 
GEC Hirst Research Centre. 

The gap between microcircuit technology and systematic 
design has become so large that ad hoc methods of designing 
large-scale integrated circuits had to be used. This has not 
prevented designers producing successful systems but the 
lack of a formal design procedure has meant that it is not 
easy to assess a design or communicate it to others until it 
has been worked out in considerable detail. 


The problem has now been overcome by the development 
at the Hirst Research Centre of a system using a special 
language called HARTRAN (Hardware Translation) with 
the aid of which a designer can describe his ideas concisely at 
an early stage, check them by computer simulation, and 
provide a sound basis for the next phase of design in which the 
details of the circuit are worked out. 


Unlike many previous attempts at such a descriptive 
language, HARTRAN is closely associated with the widely 
used scientific language, FORTRAN. Because of this it is 
possible to write programs in HARTRAN and convert 
them into FORTRAN [programs that may be run on 
virtually any scientific computer. Another important feature 
of HARTRAN is that it uses only the standard typewriter 
set of characters. These two features will enable it to be 


widely used. 
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Pye Celebrate 50th Anniversary 


Fifty years ago, on 14th February 1929 was founded Pye 
Radio Limited, which has developed into one of the largest 
radio and television manufacturing companies in this country, 
now trading under the name of Pye Limited and part 
of the Philips concern. The company evolved from _ the 
wireless side of the original W. G. Pye & Co. founded in 
1896 by William George Pye, who initially started business 
making instruments for schools and laboratories from a shed 
in the garden of the family home in Chesterton, Cambridge. 

After the first world war the company diversified into 
making wireless receivers, and at the end of 1922 the begin- 
ning of broadcasting transformed, and greatly increased, 
the market for wireless receivers. Within months W. G. Pye 
& Co. were producing the 500 series of receivers which were 
followed by the highly successful 700 series, designed and 
introduced by Harold J. Pye, son of W. G. Pye, who had 
joined his father in the family business in 1923 after graduating 
from St. John’s College, Cambridge. This 700 series was to 
lay the foundation of the Pye success story before the radio 
side of the business was eventually sold to Charles Orr 
Stanley in 1928, which resulted in the formation and regis- 
tering of Pye Radio Limited as a public limited company on 
12th February, 1929. 

To celebrate this golden landmark in the history of the 
company, Pye Limited are publishing an illustrated booklet 
on the history of the company and its radio and television 
products based on those early years, with a foreword by 
Harold J. Pye. The Public Relations Department of Pye 
Limited, (137, Ditton Walk Cambridge), will be delighted to 
hear from anyone who worked for Pye Radio Ltd. in 1929, 
and from any persons who sold the original Pye wireless 
receivers. 


MK Electric’s Diamond Jubilee 


On 10th February 1919 Charles Arnold and Charles Belling 
founded the Heavy Current Electrical Accessory Company on 
the first floor-of a factory at Park Road, Edmonton to 
manufacture plugs, sockets and switches. In 1923, the 
Company name was changed to MK Electric after the 
introduction of the Multi-Kontact spring socket outlet—a 
revolutionary and highly effective new socket tube design. 

Since then, MK Electric has grown to be the leading 
electrical wiring accessory manufacturer in the United 
Kingdom, claiming a share of more than 50% of the home 
market as well as being one of the largest companies in the 
world specializing in this field. 


Information for Schools on Industrial 
Sponsorship 


The Schools Liaison Service, operated jointly by the 
Institutions of Electrical and Mechanical Engineers, is 
producing ‘Training Opportunities’, a comprehensive new 
publication providing a single source of information on all 
undergraduate training places in electrical and mechanical 
engineering. “Training Opportunities’, which will enable 
firms to direct publicity on their training places to potential 
engineers in the schools, includes specific details of training 
schemes for the forthcoming academic year. It will be issued 
free of charge to all careers offices and schools with sixth 
forms. 

The new publication will be revised four times annually, 
enabling companies to delete their entries when they have 
filled their quota of training places. 

Further information may be obtained from The Schools 
Liaison Service, Institution of Mechanical Engineers, P.O. 
Box 23, Northgate Avenue, Bury St Edmunds, Suffolk IP32 
6BN. 
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A Survey of the Electronics Industry 


An industry in the midst of major change and developments 
is how a recent survey regards the companies in Britain’s 
Electronics industry in a new presentation of an established 
financial publication. Interest in the industry continues to 
grow and the new survey completely updates Jordan’s last 
study of the sector published just over a year ago. The new 
survey covers 500 companies whose turnovers range from 
£2 million to over £2,000 million. 

In addition to financial tables on each company, the survey 
includes ancillary tables covering the top 20 companies, in 
the categories of Quoted Companies, Private Companies, 
Foreign-owned Companies, Largest Pre-tax Profits, Highest 
Profit Margins, Largest Exporters (both in value and as a 
proportion of sales), Highest Total Wagebill and Highest 
U.K. Wage. 

GEC, as might be expected, is top in five of seven of these 
tables as the largest quoted company with a turnover of 
£2,342 million, the largest pretax profit with £325 million, the 
largest exporter— £665 million sales, and the highest wagebill 
totalling £522 million. A GEC subsidiary, Reliance Systems, 
has the highest profit margins with profits at 34% of turnover. 
As for the foreign-owned companies, Philips Electronics and 
Associated Industries tops the list—its turnover was £636 
million. 

Two lesser known companies head the lists of the highest 
exports as a proportion of sales and highest average wage. 
Magnavox Electronics, an American-owned subsidiary, had 
exports representing 98 % of its sales and the average wage in 
CMG (Computer Management Group) was £7,618 during 
the year ended April 1978. Of the ten companies with an 
average yearly wage of £5000 or more, the first nine are 
computer software or hardware companies; the tenth is 
Cable and Wireless Ltd. 

Within the main financial tables, three years’ information 
is given for each company, together with codes that indicate 
ownership types (quoted, private, subsidiary, etc.) and main 
area of activity (consumer products, components, etc.) The 
alphabetical list of companies indicates the immediate and 
ultimate holding company and the name of the chairman or 
chief executive. 

Among the companies which have produced particularly 
outstanding performances are two subsidiaries of Japanese 
companies, namely Sharp Electronics U.K. Limited who 
increased sales by 109%, and National Panasonic U.K. 
Limited who increased sales by 82% in the latest years re- 
ported. Another foreign-owned company, Digital Equipment 
Co. Limited, a subsidiary of Digital Equipment Corporation 
(U.S.A), recorded an increase in sales of 58%. Amongst 
British companies, Racal Electronics Limited showed a sales 
increase of 50%. 

On the whole the electronics industry appears from its 
latest figures to be thriving. However, some of the large 
companies including E.M.I., Hoover, Decca and Plessey are 
not performing so well. 

The average profit/sales ratios in the three main categories 
in the survey make interesting comparisons: 


Public companies EL 
Foreign-owned companies 8:67% 
Private companies 6:19% 


There is one proviso to drawing too far-reaching conclusions 
from these and the other figures. Many of the companies in 
the survey—particularly the large public companies—have 
important interests outside electronics which are, of course, 
not shown separately in the company’s consolidated accounts. 

The survey is available, price £35-00, from the publishers, 
Jordan Surveys, Jordan House, Brunswick Place, London 
N1 6EE (Tel: 01 253 3030) or from leading business book- 
shops. 
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General Interest Paper 


Introduction 


Considerable discussion has taken place over the years on 
the status and education of engineers and their importance to 
the economic and social well-being of our society. In 
recognition of the problem the UK government recently set 
up a committee, the Finniston Committee, to consider ways 
and means of improving the quality of the engineer and their 
requirements for education and training. Throughout much 
of this debate an inherent fundamental assumption has been 
made that engineering is simply a branch of science, that is 
applied or engineering science. This attitude is reflected in 
many Universities where it is still held that the best training 
for an engineer is to be taught the fundamental principles of 
science, coupled with some management and social studies 
and, if possible, industrial training. 


Though it is undoubtedly true that engineering is based on 
scientific facts and principles, as for example so is medicine, 
nevertheless engineering has entirely different goals to science 
—primarily that of producing artifacts for society—and very 
different ways of achieving them. The traditional Baconian 
philosophy of science, based as it is on inductive methods and 
arguing from the particular to the general, is not appropriate 
to engineering. It could be that to educate engineering 
students along these principles may well have a lasting and 
detrimental effect on their approach to engineering practice. 


Engineering is rarely considered as a respectable discipline 
in its own right with a corresponding philosophy, indeed 
many academics would vehemently oppose this viewpoint. 
That this attitude persists is witnessed by the fact that 
engineering research in the Universities in the UK is still 
administered by the Science Research Council. Con- 
sequently engineers inevitably appear to be some form of 
‘impure’ scientist, a viewpoint which is prevalent in schools 
where if you can’t make the grade as a scientist you are 
relegated to engineering. It is no wonder that bright young 
people are reluctant to choose engineering as a career, it is 
tantamount to admitting you can’t make the score as a 
scientist! 


Professor Douglas Lewin (Fellow 1974, Member 1960) 

has been at Brunel University since January 1972, initially as 
Professor of Digital Processes, and since 1974 as Head of 
the Department of Electrical Engineering and Electronics. 

He was previously a Senior Lecturer in the Department 

of Electronics at the University of Southampton and from 
1962 to 1967 he lectured in Computer Engineering at Brunel 
University. He has served as a member of the Southern 
Section Committee and has been a member of the Computer 
Group Committee since 1970 (Chairman from 1974 to 

1977) and of the Papers Committee from 1971 to 1978; he 
has represented the Institution on the organizing committees 
for several joint conferences. In 1973 Professor Lewin was 
elected to the Council for a three-year term. He has 
contributed papers to the Journal and is author of several 
books and Editor of the journal Digital Processes. 


The Radio and Electronic Engineer, Vol. 49, No. 3, pp. 119-124, March 1979 


The Relevance of Science to Engineering - 
A Reappraisal 


DOUGLAS LEWIN, M‘Sc., D.Sc., C.Eng., F.I.E.E., F.I.E.R.E. 


This paper sets out to establish that engineering is a fundamental discipline in its own right 
based on deductive problem solving principles and the concepts of open-system theory. In so 
doing it has been shown that the engineering method is analogous to Popper’s philosophy of 
science but in direct conflict with traditional empirical science. 


Another deterent to youngsters choosing engineering as a 
career is society’s over-reaction to technology, which holds it 
to be the root of all evil. Writers such as Reich!, Mumford? 
etc., have advocated a return to a more natural (that is, less 
artificial) way of life and have criticized scientists and tech- 
nologists alike for their ‘abstract and scientific way of thinking’ 
and claiming that they are ‘remote from human experience 
and values’. 


Whilst not wishing to enter into the anti-technology 
argument, it is evident that once again the engineer’s way 
of thinking is closely aligned with that of the scientist. 
Unfortunately in many cases this is true but what is not 
realized is that engineering can, and should be, approached 
from a different viewpoint—that of designing man-machine 
systems. In this case the interaction of an artifact, or system, 
with the total environment (including the human aspects) 
becomes an integral part of the engineering process. 


These ingrained attitudes, coupled with a lack of formal 
identity for the engineering process, have contributed much to 
our present problems, accounting for both the dearth of good 
engineering students and the social status of its current 
practitioners. 


The objective of this ‘paper is to show, drawing from 
general systems theory, that the engineering method is a 
fundamental discipline in its own right. Moreover it is also 
postulated that since engineering provides the basis for a 
general approach to problem solving, it should be included as 
a standard component in any educational curriculum. In 
pursuing these arguments the relevance to engineering of 
Popper’s philosophy of science will be established; the paper 
concludes with examples of how the basic engineering 
principle can be taught to undergraduate students. 


The Concept of Systems Engineering 


Traditionally science is concerned with endeavouring to 
understand and determine the laws of natural phenomena. 
This is achieved by the observation and gathering of data, to 
which an hypothesis is then fitted and an experiment set up 
to establish the validity of the hypothesis. Though the 
process is iterative, nevertheless the basic starting point is 
with the observation of the natural world. This method 
however has been challenged by Popper? who maintains that 
the hypothesis should come first, thereby eliminating the 
inductive process, followed by experiments designed to refute 
the original hypothesis—once again the process proceeding by 
iterative feedback. We shall return to this particular theory 
of scientific method later in the paper. 


In contrast to science, engineering is primarily concerned 
with the artificial world, that is, with the design and manu- 
facture of artifacts. Thus inherent in all engineering activity 
is the process of synthesis (or design), and it is this aspect 
which attests to the essential creative aspect of the subject. 


0033-7722/79/030119+06 $1.50 


© 1979 Institution of Electronic and Radio Engineer 


Moreover, the engineer’s chief concern is with the design of 
artifacts which can achieve certain desired objectives (the 
specification) and to establish the necessary properties required 
by the artifacts to allow them to function correctly to this end. 


The emphasis on artifacts and the artificial world would 
seem to preclude any human involvement, and it is this literal 
interpretation of the engineering process which gives fuel to 
the anti-technology arguments. However, as we shall see, 
concentrating on the design of the hardware itself, excluding 
other considerations such as the environment and human 
participation, is very bad engineering. 


As technology developed and the complexity of products 
increased it slowly became obvious that the traditional 
approach to engineering, that of the applied scientist pro- 
ceeding from a bright idea to a final product—the inventor 
concept—was no longer possible or desirable. During the 
forties a process evolved in the US (almost out of necessity) 
to deal with the design of large engineering projects; this 
approach called systems engineering represented an abrupt 
change from accepted engineering practice.’ 


What is meant by systems in this context? The word 
systems has recently entered our language and is now used 
loosely by all and sundry to describe anything from social 
organizations to bathroom showers! In our discussion we 
shall adopt a fairly general definition of system—a set of 
interrelated elements forming a collective entity—where related 
implies that information and/or energy are exchanged or 
shared between the elements. Note that this implies that the 
characteristics of the system could well change with time. 
Even today controversy ranges over what systems engineering 
really entails, is it simply a new name for general engineering 
or does it just mean good engineering, does the concept apply 
only to large complex systems, is it principally concerned with 
project management etc.? Indeed the best way of starting a 
heated discussion among engineers is to introduce the subject 
of systems engineering! It is hoped that the approach adop- 
ted in this paper will draw together these conflicting opinions 
and in so doing present an acceptable consensus viewpoint of 
systems engineering. 


The systems engineering approach is fundamentally one of 
problem solving, where the problem presented is the system 
(or artifact) to be designed and implemented. In so doing it 
is essential to take into consideration all possible alternative 
solutions and their interaction with other system parameters. 
The final solution then must inevitably be a compromise 
between technical, economic, human and environmental con- 
siderations. Note that there can be no unique solution to an 
engineering problem only a best solution with regard to the 
constraints imposed on the system design. An essential 
component of systems design is the consideration of the total 
interface between the man and the machine—that is the 
function and place of the user, operator, production personnel, 
maintenance staff etc.—thus man is considered as an integral 
part of the system (the liveware?). Coupled with this is the 
need to consider the effect of the final, implemented, system 
on the existing environment (note that every system is itself 
only an element of a larger system). This approach must 
inevitably involve the human sciences such as psychology, 
ergonomics, management etc., and provides substantial 
evidence why these subjects should be taught to undergraduate 
engineers. However these subjects must be treated as being 
essential to the engineering process and not relegated to 
ancillary topics of secondary importance to science-based 
engineering subjects. 


Let us now consider the systems approach in more detail 
The basic steps in evolving the solution to a design problem 
are as follows: 
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(a) Problem specification. It is impossible to satisfactorily 
solve any problem until it has been defined as fully as 
possible, including the basic objectives to be attained and 
the constraints imposed on its solution. In many cases 
the information required to specify the problem is not 
immediately available and would need to be acquired in 
some way (or perhaps estimated). 


(b) The synthesis stage. This is the creative stage of the 
process and requires that a solution to the design problem 
be postulated. The first attempt is normally a fairly 
approximate solution produced simply to establish the 
economic and technical feasibility of a design. 


(c) Analysis of the solution. Fundamental to the analysis 
stage is the concept of a model which can be used to 
represent the proposed system and its functional operation. 
(In the majority of cases it is not economically viable, or 
even desirable, to produce a prototype in the early stage.) 
The model can take various forms, a formal mathematical 
description, a physical analogue, a computer simulation or 
simply an intellectual argument. Having established a 
representative model of the system it is then analysed using 
mathematical based techniques, or exercised in the case of 
a physical model or simulation, to determine its general 
behaviour and in particular if it satisfies the original 
specifications. 


(d) Implementation. Once the practicality of the system 
design has been established it is necessary to examine the 
detailed means of implementation in terms of available 
resources, including manpower and material, and the 
method of management etc. 


There are a number of important points to be borne in mind 
when considering the design process outlined above: 


(i) The systems approach leads naturally to a ‘top-down’ 
design, where initially the system objectives are derived 
independently from the means of achieving them. (The 
alternative approach, frequently used in practice, is called 
‘bottom-up’ design and can lead to disastrous results.) 


(ii) The design process is iterative and interactive feedback 
can take place at a// stages, not just over the whole process; 
in this way the design may be optimized at any level to 
obtain the best solution. 


(iii) Man-machine involvement must be considered 
throughout the entire design process. However, the 
allocation of tasks between man and machine primarily 
takes place during the specification and synthesis stage. 


Open and Closed Systems 


The formulation of a model which is then subjected to 
experimental tests is a common feature of both the engineering 
and scientific methods. In the case of science the model 
(or hypothesis) represents the natural phenomena under 
investigation, whereas in engineering it corresponds to the 
system (artifact) being designed. 


The scientific model normally corresponds to a closed 
system which is isolated from the real world (the environment) 
and has a restricted and well-defined input set. The output 
of the system is given by some explicit transformation or 
mapping of the input variables; thus the behaviour of the 
system can always be described explicitly in terms of its 
functional components. Moreover a closed system must, 
according to the second law of thermodynamics, eventually 
attain a time-independent equilibrium state with maximum 
entropy. Thus a closed system will increase in entropy 
over time toward greater disorder and randomness. The 
approach of isolating a small part of the real world and 
systematically investigating a few variables under controlled 
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conditions (called the reductionist method) is a fundamental 
aspect of science and a major source of its power. 


The engineer however has to deal with the real world as it 
exists and the models he employs are more representative of 
an open system.®*>’ Open systems have the characteristic of 
interacting dynamically with the total environment and are 
responsive to changing external stimuli. Moreover the open 
system can adapt to its environment by changing the structure 
and processes of its internal components. An open system 
may, under certain conditions, attain a time independent 
state, called the steady state, when the system remains constant 
whilst continuously reacting with the environment. The 
open system does not run down however (that is obey the 
second law of thermodynamics) because it can import energy 
(or information) from the environment. 


In practice the engineer’s problem is really one of com- 
plexity. The closed system model of the scientist, with a 
bounded and well-defined set of input and state variables, 
leads generally to a deterministic solution. Where appro- 
priate of course the engineer also uses this type of model, as 
for example in the design of a fully specified sub-system 
component. In the majority of cases however, and certainly 
at systems level, the engineer is faced with a highly complicated 
system consisting of a very large number of elements that 
interact in a complex manner. In such a system the whole is 
greater than the sum of its parts in the sense that given the 
properties of the components and their laws of interaction it 
is extremely difficult (practically impossible) to infer the pro- 
perties of the whole. For example, in large digital systems 
though the basic logic gates are extremely simple, it is virtually 
impossible to precisely define the operation of the system (that 
is predict the response) for all input conditions. This is 
particularly true for systems with user interaction (and 
systems are never totally automatic) which have a virtually 
unbounded input set and the ability (by feedback action) to 
modify or reconfigure their own structure. Thus it is un- 
realistic to expect to obtain a unique deterministic solution to 
an engineering problem. 


Unfortunately many scientists are conditioned by their 
training to the closed system model and in attempting to 
portray engineering problems in this way fail to take full 
account of the environmental constraints. The teaching of 
science subjects at schools (particularly Nuffield Physics) tends 
to instil this attitude of mind as well as emphasizing the 
classical scientific method. 


Popper versus Bacon 


The traditional scientific method was first systematically 
described by Francis Bacon and consists initially of carrying 
out carefully controlled observations and measurements on 
the particular phenomenon of interest. These findings are 
then examined and an attempt made to formulate some law 
or general hypothesis which fits the known facts. Experi- 
ments, designed to varify the validity of the hypothesis, are 
then set up which if proved successful finally lead to the 
formulation of a new natural law. This method of deriving 
general statements from an accumulation of observations on 
particular happenings is known as induction and is con- 
sidered to be the keystone of experimental science. 


Whilst not wishing to enter into the philosophical arguments 
it must be said that Hume has cast considerable doubts on 
the inductive approach as used in science. Hume’s main 
arguments stem from the fact that it is impossible to demon- 
strate the validity of the inductive procedures, since it does 
not logically follow that future events will obey laws based 
on past observations. Thus scientific laws cannot be proved 
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theoretically to be true, nevertheless by extensive observations 
it can be shown that a high degree of probability exists that 
the laws are true in practice. It cannot be doubted that the 
inductive approach works in practice, witness the scientific 
achievements that have taken place, however it is also true 
that scientific theories are often displaced in the light of new 
knowledge. 


Popper® has postulated a solution to the problems caused 
by the philosophical objections to induction and in so doing 
has rejected the orthodox view of scientific method and 
replaced it with another. The basic tenet of Popper’s 


- argument is that though it is logically impossible to verify 


the proof of a statement it is possible to produce proof of 
its falsification. For example, the statement ‘wood always 
floats in water’ can be falsified by the single observation of 
a wood that sinks, thus allowing the true statement ‘not all 
wood floats in water’ to be derived. Thus empirical general- 
izations though not verifiable are certainly falsifiable and 
scientific laws may be tested by setting up experiments 
designed to refute them. It is important not to abandon a 
theory too lightly (experimental errors quite often lead to 
refutation!) since it is essential to ensure that all theories 
are rigorously tested. 


Popper’s philosophy. of scientific method however goes 
much further than this, he maintains that the starting point 
of the process is the postulation of a theory, thereby elimin- 
ating the inductive process used in the empirical sciences. 
This belief that scientific discovery should proceed from 
theory to observation (the reverse of the orthodox approach) 
has been met with incredulity on the part of many scientists— 
and controversy still rages! However it would seem obvious 
that before any measurements can be attempted a decision 
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must be made as to the objective of the work, thus pre- 
supposing some existing theory. The new method may be 
systematically described as follows: 


(a) Formulation of problem, for example, a rebuff or 
extension to an existing theory. 


(b) Proposed solution, i.e. a new theory. 


(c) Deduction of testable propositions, involves setting up a 
model. 


(d) Experimental tests, based on refuting the propositions. 
(e) Evaluation of competing theories. 


Popper’s approach then is concerned essentially with the 
postulation of a solution to a problem, which is then sub- 
jected to tests for falsification. It is however the problem 
itself which is the real starting point, and the reasons for it 
being a problem. Consequently the method focuses on the 
need to precisely formulate the problem prior to attempting 
to search for a solution. 


It is also essential to appreciate the iterative nature of 
this process, where step (e) above leads naturally back to 
step (a), the original problem emanating from some inherent 
a priori consideration. Popper has formulated the process as 
a continuous development, parallel to the theory of evolution, 
where problem solving is the basic activity, thus: 


P, ~TS—-EE->P, 


where P, is the initial problem, TS the proposed trial sol- 
ution, EE the process of falsification applied to the trial 
solution and P, the resulting solution which presents a new 
problem.' Note that there can never be a definitive solution, 
only one which, with due regard to the constraints involved 
in the model, provides a currently plausible explanation. 


Back to Engineering 


It should be obvious by now that there is a very close 
similarity between Popper’s view of scientific method and the 
systems engineering approach outlined earlier. The im- 
portant aspects which are common to both approaches are 
as follows: 


(a) The two methods are essentially concerned with prob- 
lem solving in the broadest sense. The initial starting 
point in both cases is the specification of the problem to be 
solved followed by the postulation of a solution. 


(b) Both methods proceed by subjecting the postulated 
solution to analysis and test in the light of experience and 
existing theory. In the engineering sense this would 
correspond to the evaluation of a proposed design with 
respect to the original user specification. Though the 
principle of falsification is not necessarily strictly adhered 
to in engineering, the technique of deductive testing® is 
used extensively. For example, alternative design sol- 
utions are often evaluated by adding or tightening user 
requirements until only one design remains viable. Again, 
the principle appears in the breakdown testing of com- 
ponents, the use of random testing methods to discover 
design faults etc. That the ideas are endemic to engineer- 
ing is illustrated by the well-known saying ‘engineers 
make things and then attempt to break them’. 


(c) Neither method leads to a definitive solution to a 
problem and both proceed by an iterative feedback process. 
(d) Both methods depend on creative insight and intuition 
in postulating the solution to a problem. 

(ec) Fundamental to both approaches is the concept that 
complex systems change in time due to the inheren, 
feedback process—this interaction with the environmen 
can of course be represented in both cases by the open 
systems model. 
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(f) The two methods are evolutionary in nature, with the 
engineering approach drawing on past experience, with 
due regard to physical and social constraints, to formulate 
a solution. 


There are many other points of contact between the two 
methodologies which we shall not elucidate here, but it 
should be clear by now that Popper’s scientific method and 
engineering are almost identical in concept and practice. 


It would appear from the arguments above that in attempt- 
ing to establish engineering as a discipline in its own right 
with a well-defined philosophy we have succeeded in proving 
that engineering is really science! However in doing so 
we have also shown that engineering is completely different 
in concept to the inductive empirical sciences, being based on 
an alternative deductive philosophy closely akin to Popper’s 
logic of science. 


The form of the model used to represent the proposed 
solution (or system) under test is also an important dis- 
tinguishing factor. Invariably the engineer, working within 
a real environment, must resort to an open-systems model, 
whereas the scientist can generally use a closed-systems 
model to reduce the complexity of the problem to manageable 
proportions. Note that Popper’s methods can be applied 
irrespective of the type of model employed. 


It would not be untrue to say that Popper’s philosophy o 
science is not as yet completely accepted by the scientific 
world. Whether or not the scientific community should 
accept Popper’s thesis is not a point of issue in this paper, 
though if it was accepted the difference between science and 
engineering would disappear overnight, and engineering 
would become a science in its own right—the science of the 
artificial world.?° 


Unfortunately science departments still impart the orthodox 
view of experimental science based on inductivist arguments. 
While this attitude persists, to consider engineering as an 
applied science and educate our young engineers accordingly 
can only be viewed as irresponsible and to the long term 
detriment of the profession. 


Engineering as a General Education for Life 


Everybody in their path through life is continuously faced 
with problems of a lesser or greater magnitude which must 
be solved in some way or other in order to survive. Thus 
living is first and foremost a process of problem solving, 
the very essence of which is the propounding of trial solutions 
and their consequent subjection to critical analysis. As we 
have seen it is these very aspects which are the prime concern 
of the deductive approach to engineering, and thus the 
engineering philosophy can also be considered as a general 
problem solving methodology and not just merely as a means 
of designing artifacts. For example, the essential prerequisite 
to solving any problem is to define exactly what the problem 
is (if only students would appreciate this fact!) and the 
engineering approach, with its essential first step of formu- 
lating a specification, truly emphasizes that point. Again _ 
the fact that there is no unique solution to an engineering 
problem, but just a ‘best solution’ chosen from a number of 
possible solutions depending on circumstances (which of 
course may well change!) is again a useful concept in solving 
real-world problems (but a strange one to students educated 
in conventional sciences). Another important consequence 
of an engineering-based education is that the animosity 
which has built up against technology may well be dissipated 
when it is appreciated that engineering is a creative, problem- 
solving activity, which takes due regard of the attendant 
social and human factors. - 
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Many other disciplines could also benefit from the appli- 
cation of the systems engineering approach, notably the social 
sciences, politics, administration etc. Popper himself has 
applied his ideas to sociological problems," and the ideas of 
general systems theory have been used extensively in 
management and the social sciences.}2>1% 


Thus there would appear to be considerable advantages 
to be gained by including the fundamental principles of 
engineering philosophy as a basic subject in the curriculum of 
schools and universities. This course of action would be far 
more beneficial in the long term than our current, rather 
futile, attempts to teach technology in schools and making 
engineering degrees more relevant by the inclusion of social 
science and management subjects. 


Teaching Systems Engineering 

Systems engineering, and its underlying problem-solving 
philosophy, cannot be taught effectively as a formal lecture 
course. Students must be exposed to the ideas throughout 
their undergraduate course and, of utmost importance, 
allowed to experience for themselves the problems of 
engineering design. 

Thus the main objectives of an introductory course in 
systems engineering can be stated as follows: 


(a) To demonstrate to the student that engineering is a 
problem-solving philosophy with creative overtones. 


(b) To expose the student to realistic open-ended man- 
machine systems problems which require problem defi- 

~ nition, model building, feasibility studies, optimization and 
the evaluation of alternative solutions. 


(c) To make the student aware of his need for fundamental 
knowledge in science, technology and management. 


In order to achieve these objectives it is essential that the 
students become personally involved in the problem-solving 
activity. Consequently the mode of teaching should be 
primarily by project work, preceded by a short lecture course 
on the principles of systems engineering. The projects must 
of course be designed to be within the general understanding 
of first-year undergraduates, but they should also require a 
comprehensive literature search to be performed before 
attempting to specify the problem. 


It is not necessary, or indeed feasible, that the students 
should obtain a detailed technical solution to the system 
problem. The main concern should be that they appreciate 
the difficulties and requirements of problem specification and 
acquire experience in the postulation and evaluation of trial 
solutions—the essential theory testing process. In under- 
taking the project students should be required to consider the 
man-machine system aspects as well as the economic and 
technical factors. 


Typical of the projects which could be undertaken by 
students on such a course are: 


(i) Automatic recording and checking of votes in a general 
election. 


(ii) Automatic baggage handling in airport terminals. 
(ili) Supermarket system to eliminate cash-out queues. 
(iv) Robotic aids in the home. 


(v) Replacement of library facilities by a computer-based 
information retrieval system. 


(vi) Communication system to enable office workers to 
work from home. 


Ideally the projects should be organized on a small group 
basis with the students working together as a team; in this 
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way the work can be shared and ideas exchanged verbally 
with their peers. In order to direct the work of the group 
regular programmed tutorials should be held with an academic 
staff member who acts as guide and consultant to the team. 
The major part of the project work however should be 
performed by the students in their own time, both indi- 
vidually and collectively, holding group meetings as and when 
required. 


It would be naive to expect that a course of this nature can 
do little more than introduce students to the engineering 
philosophy. It can however lay the essential foundations 
which can be built on in subsequent years of the course. 
It is thus essential that the other component modules of the 
course be presented, whenever possible, from the systems 
engineering viewpoint, and that appropriate project work 
should be included in all years. This form of education 
places a tremendous responsibility on the part of the teaching 
staff, who must, as well as being academically competent in 
their subjects, practice their engineering professionally. 


The scheme of studies described above has been based on 
the Engineering Systems course given at Brunel University 
to first-year Electrical Engineering students (a teaching 
syllabus is given in the Appendix). It is not suggested 
however that this approach is the only way of achieving the 
educational objectives and indeed the course would need 
modification in order to adapt it for students of a different 
discipline. 

The major difficulties encountered by students attending 
the Brunel course have been in the acceptance and application 
of new concepts. For example, the constraints and assump- 
tions inherent in model building, the idea that engineering 
problems do not have unique solutions, and the change from 
an inductive to deductive methodology. 


Conclusions 


It has been demonstrated in this paper that engineering has 
a unique philosophy of its own based on the principle of 
deductive problem-solving, akin to Popper’s logic of scien- 
tific discovery, and utilizing the concept of open-system 
models. Furthermore the method has been shown to be 
fundamentally different from the orthodox empirical sciences 
and that it could be a dangerous misnomer to classify engin- 
eering as applied science. 

It is suggested that the education of engineering students 
along the lines proposed in this paper would ensure the highest 
professional standards and re-establish the engineer’s rightful 
place in society. 
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Appendix: Engineering Systems Teaching 
Syllabus 


Objectives and principles of science and engineering; 
inductive and deductive methods. Introduction to systems 
thinking; definition of a system and the concept of complexity ; 
open and closed systems; functional specification, models. 
Examples of sociological, biological and engineering systems. 


Systems approach to problem solving—problem definition, 
synthesis, analysis, implementation. Design of man_ 


machine systems; task allocation, effect of environment— 
social, physical, economical. 


Reliability and maintainability of systems. 
Introduction to model building and simulation. 


Time allocated 
20 hour module, 5 hours lectures—15 hours tutorials. 


Assessment 
Set essays; written report and oral presentation on project. 


Book List 

1. ‘The Sciences of the Artificial’, H. A. Simon. M.I.T. Press 
1969. 

2. ‘Man-Machine Systems’, W. T. Singleton. Penguin, 
1974. 

3. ‘Zen and the Art of Motor Cycle Maintenance’, R. M. 
Pirsig. Corgi Books 1976. 

4. ‘How It Works: The Computer’, David Carey. Ladybird 
Books 1971. 


EEC Meeting of Representatives of Professional Engineering Organizations 


On October 3rd and 4th 1978, the CEI organized two half- 
day meetings in London of senior officers and officials from 
the principal professional engineering organizations in the 
nine member states of the EEC, together with representatives 
from each of the Corporation Members and Affiliates of the 
CEI. The first meeting was ‘The Requirements of Industry in 
the EEC for Professional Engineers and Technicians’, and 
the second ‘The Control of Engineering Activities in the EEC’. 


The meetings were well attended and a number of papers 
had been prepared by participants which provided the basis 
for the discussions at which the following points were made: 


The importance to industry of a good blend and mix of 
engineers and technicians is essential for good engineering 
performance. 


There was slower recognition of the use of the technician 
than the engineer in Member States and most, if not all, 
have a shortage of trained technicians. 


The Rome Treaty gave an entitlement to all citizens of the 
nine Member States to be able to to move and work freely. 
As engineers generally could do so in the EEC, there was as 
yet no cause for a Directive on the mutual recognition of 
qualifications of engineers. A possible consequence of 
entitlement to move and work freely was that if there were a 
shortage in any one Member State of engineers and tech- 
nicians in any field of employment, replenishment could be 
sought from other countries without former restraints such 
as of nationality. 


There is a Liaison Committee in the EEC for engineers at 
which the representatives from the principal organizations of 
professional engineers in the Member States are members. 
(In the case of the United Kingdom the CEI is the representa- 
tive, and CEI also provides the Secretariat to the Committee.) 
Another Liaison Committee has been set up by the European 
Consulting Engineering Organizations, and both the Liaison 
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Committees co-ordinate those of their activities which are of 
mutual concern. 

Too much dependence must not be put on forecasts of needs 
of industry due to the many variables such as demands arising 
from advances in technology. 

Emphasis was given to the need to ensure that those 
entering a career in engineering received a sufficiently broadly- 
based education and training to enable them to adapt to the 
changes in employment. 

The control of engineering works varied from country to 
country and the overall pattern relied on one or more of the 
following: 

Legislation on specific hazards in identifiable areas of 
engineering activity from which the public can be at risk. 

Legislation to protect those who are working in particularly 
hazardous conditions. 

Regulations for specific activities such as buildings in 
urban areas, for health and safety practice in the working 
environment. 


Licensing of persons specifically authorised to supervise 
and approve specific engineering operations. 

Monitoring of professional performance through promul- 
gated Codes of Conduct, reference being made to that agreed 
by the CEI Institutions through the Code of Conduct for the 
Chartered Engineer, who is required to safeguard at all times 
the public interest in respect to matters of health and safety. 

Legal action in cases of negligence and incompetence 
through Courts of Law. 


The need for engineers to maintain their reputation by a 
record of good engineers performance in respect to the works 
with which they are identified. 


Copies of the papers may be obtained on request from the 
Secretary, CEI, 2 Little Smith Street, London SW1P SDL. 
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New and Revised British 
Standards 


Copies of British Standards may be obtained from BSI 
Sales Department, 101 Pentonville Road, London N1 9ND. 


Electronic Measuring Apparatus 


The first revision of BS 4308 Documentation to be supplied 
with electronic measuring apparatus (£6:40) has _ been 
published, this Standard being identical with IEC Publication 
278. It is designed to achieve uniformity of content, layout 
and presentation of documentation supplied with apparatus 
in order to provide the user with adequate information on 
such aspects as the principle of operation, field of application, 
technical specification, use, maintenance and repair of 
equipment. Instructions for the latter are to be sufficiently 
detailed to allow all repairs to be carried out by a skilled 
technician, except where there is a stipulation for these to be 
performed by the manufacturer or his authorized represen- 
tative. Drawings and component lists should therefore be 
included in the repair instructions. Definitions and general 
requirements of documentation are given in the Standard, 
which also specifies the required content of the instruction 
manual and the log book used to record the history of the 
apparatus and other important data. Requirements for the 
external form and layout of the documentation are also given. 


Domestic Radio and Television Aerials 


The initial parts of an international series of specifications 
relating to linearly-polarized radio and television aerials for 
domestic use have been published under the general title, 
BS 5240 Aerials for the reception of sound and television 
broadcasting in the frequency range 30 MHz to 1 GHz. The 
first of the new publications is Part 1 Electrical and mechanical 


characteristics (£3:20), which defines the relevant terminology . 


and specifies the essential electrical and mechanical properties 
of such aerials. The companion document is Part 2 Methods 
of measurement of electrical performance parameters (£4:20), 
which specifies the essential conditions and requirements for 
such parameters as reflection coefficient, gain, directivity 
pattern and protection. Also included is a description of a 
suitable measuring site and the measuring procedures to be 
used. Parts 1 and 2 are identical with the corresponding IEC 
documents (Publications 597-1 and 597-2, respectively). 


Auxiliary Passive Elements in Audio Equipment 


A further part of the British Standard BS 5428 Methods 
for specifying and measuring the characteristics of sound 
system equipment is part 4 Auxiliary passive elements (£8-80). 


BS 5428 gives the characteristics to be specified and the 


methods of measurement for various parts of sound system 
equipment. Part 1 General, Part 3 Microphones and Part 11 
Loudspeakers have already been published. The auxiliary 
passive elements dealt with in Part 4 include attenuators, 
transformers, filters, equalisers etc, applied as separate units 
to be combined with other separate sound system units in a 
complete sound system. It does not apply to components 
mounted in sound system units where they form non- 
interchangeable parts of such units. BS 5428 is substantially 
equivalent to IEC Publication 268, in fact this part of the 
British Standard is identical with IEC 268-6. 

Other parts in advanced stages of preparation deal with 
amplifiers, automatic level control and artificial reverberation. 
Later issues under BS 5428 will cover mechanical design 
features, headphones, programme level meters, preferred 
interface values and listening tests. 
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Standard Condenser Microphones 


Techniques for measuring certain characteristics of one- 
inch (25-4mm) condenser microphones are dealt with in 
three new Standards recently published by the British 
Standards Institution. Their common purpose is to ensure 
that exchanges between testing authorities are based on 
clearly expressible and reproducible results. 

The first of these Standards is BS 5677 Method (precision) 
for pressure calibration of one-inch standard condenser micro- 
phones by the reciprocity technique (£6-40), which describes 
procedures for measuring such characteristics with the 
highest obtainable accuracy. It is restricted to reciprocity 
pressure calibration by the coupler method, examples of 
cylindrical couplers also being given. A similar document 
relating to standard condenser microphones of smaller 
dimensions is under consideration. This Standard is identical 
with IEC Publication 327. 

The second of the new issues is BS 5678 Method (simplified) 
for pressure calibration of one-inch condenser microphones by 
the reciprocity technique (£4:80). This concerns a method of 
absolute pressure calibration of microphones used in lab- 
oratories for conventional measuring purposes not requiring 
the highest obtainable accuracy and where the frequency 
range is restricted to 50 Hz-10 kHz. The error introduced by 
application of this simplified method is estimated to be less 
than 0-3 dB. This Standard is identical with IEC Publication 
402. 

The final Standard in this group is BS 5679 Method 
(precision) for free-field calibration of one-inch standard 
condenser microphones by the reciprocity technique (£6-40). 
These microphones are also intended for use as laboratory 
standards. This Standard is identical with IEC Publication 
486. 


Dimensional Standardization of Electronic 
Components 


Two new British Standards just published are concerned 
with dimensional aspects of electronic components. BS 5692 
Method of measurement of the dimensions of a cylindrical 
electronic component having two axial terminations (£2-20) 
describes methods and gauges for determining body and 
termination lengths of cylindrical electronic components, 
together with body diameter and length of coating material 
measurements. It is equivalent to IEC 294. BS 5693 Preferred 
diameters of wire terminations for capacitors and resistors 
(£1-00) lists a series of preferred diameters of the finished wire 
termination of capacitors and resistors. It does not necessarily 
apply to the wire used to manufacture the terminations. The 
Standard is equivalent to IEC 301. 


Know your Certification Schemes 


Details of the major international certification and approval 
schemes in use in over 90 countries are given in International 
certification and approval schemes, published by Technical 
Help to Exporters (THE), the export advisory service of the 
British Standards Institution. The publication contains 
general information about each scheme and details about how 
they are operated. Complementary information about the 
international organizations concerned in the schemes is also 
included, together with lists of participating countries and 
organizations. Schemes covered are: the CB scheme; CEE 
approval marks scheme; CENELEC protocol agreements; 
CENELEC HAR agreement; CECC harmonized system; 
IECQA system; CEN certification system; ECE harmon- 
ization and conformity certification scheme; EEC schemes 
under ‘Article 100’ Directives; and schemes coordinated by 
EFTA. 
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tion of line-of-sight 
propagation at 13-5-15-0 
GHz 
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and 


GREGERS MOGENSEN, M.Sc.E.E., Ph.D.* 


SUMMARY 


A 13:5-15:0 GHz sweep measurement equipment 
designed to measure amplitude, differential phase, 
and differential gain of a propagation path is briefly 
described, and the qualities of the data are discussed. 


Statistics of fadings and intermodulation noise in 
the frequency band of 13:6 to 14:9 GHz from a 

45 km l.o.s. propagation path in Denmark are 
presented. The statistics cover the period July 1974 
to July 1975. Both monthly and diurnal variations 
of the fading are given as well as the distribution 

of the fading durations. Separate statistics are given 
for multipath propagation and for precipitation 
attenuation. Distributions of the 1 minute and the 1 
hour mean values of total noise power for the whole 
period, and for the worst month are presented. The 
monthly variations of these values are also presented. 


Based on the data it is concluded that this 
propagation path will satisfy the relevant part of the 
CCIR Recommendation 395-1, concerning the 
transmission quality in the worst month—provided 

- the antennas are protected against wet snow and 

the system uses some type of diversity to cope with 
multipath propagation. 


* Electromagnetics Institute, Technical University of Denmark, 
DK 2800, Lyngby, Denmark 
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1 Introduction 


The demand for increasing capacity in telecom- 
munication networks will require radio circuits at 
frequencies above 10 GHz where precipitation attenu- 
ation becomes of importance. The effect of multipath 
propagation may however still have to be considered 
dependent on the characteristics of the climate and the 
propagation path. A propagation experiment has thus 
been set up in Denmark to investigate both multipath 
propagation and precipitation attenuation. The main 
emphasis is on the multipath propagation as the available 
information was not considered sufficient for planning of 
proposed high capacity analogue and digital radio 
circuits. 

The measuring and data logging equipment as well as 
the computer programmes for the analysis of the data 
were developed at Electromagnetics Institute of the 
Technical University of Denmark. The Danish Post and 
Telegraphs is responsible for the rain-gauge network and 
for the operation of the experiment. The experiment is 
sponsored by Danish Post and Telegraphs. 

The aim of this paper is mainly to describe the. 
experimental system, that is the equipment, the data 
analysis and the types of statistics produced. The results 
obtained are represented by selected samples from the 
period July 1974-July 1975 only, as a comprehensive. 
presentation of all results is too voluminous. 


2 The Experimental Set-up 

The experiment is installed on a 45 km line-of-sight 
overland path employing the towers of the existing 
microwave trunk system. The path runs from southwest 
of Copenhagen to the centre of the city as shown on 
Fig. 1. This path is known to exhibit pronounced 
multipath propagation as do most Danish line-of-sight 
paths. The terrain roughness of the path is 21m as 
measured by the standard deviation of terrain elevation 
at 1 km intervals. The path profile is depicted in Fig. 2. 
Seven rapid response rain gauges of the drop-counting 
type are located in the vicinity of the path (see Fig. 1), 
with the sole purpose of obtaining statistical information 
of the precipitation in the area. 
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An overall block schematic of the experiment is shown 
on Fig. 3. The measuring equipment, i.e. the on-line 
part, consists of a transmitter, a receiver and a data 
logging equipment that records propagation data, rain- 
gauge data, time, system status etc. on magnetic tape. 
These tapes are subsequently analysed on a CDC 73 
computer at the computer centre of Danish Post and 
Telegraphs. The main features of the experiment are 
described in the next section and the exact specifications 
are given in Table 1. 


2.1. The Transmitter (Fig. 4) 

The experiment uses the sweep technique to investigate 
multipath propagation, the transmitter frequency being 
swept sinusoidally between 13-5 and 15:0 GHz with a 
period of one second. The carrier is, in addition, narrow- 
band frequency-modulated with 10 MHz to enable 
measurements of the differential phase and differential 
gain of the propagation path. The 10 MHz modulation 
has been selected because 10 MHz is a reasonable 
approximation to the upper baseband channel in both 
1800 and 2700 channel f.d.m. systems. ° 

The oscillator is a YIG-tuned Gunn oscillator which 
fulfills the requirements for very linear broadband tuning 
and fast frequency modulation. Both the sweep frequency 
and the modulation frequency is derived from a highly 
stable 5 MHz crystal oscillator. The modulated carrier is 
amplified in a t.w.t. amplifier and then emitted via the 
front fed 1:2 m, (4 ft) paraboloid antenna. The output 
level is controlled by an a.l.c. circuit which uses a tem- 
perature-controlled diode detector and a pin-diode 
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Fig. 2. Lerbjerg to Borups Alle path profile, K=4/3. First Fresnel 
zone indicated for frequencies 15 GHz (A=2 cm) and 3-75 GHz 
(A=8 cm). 


attenuator. The low-pass filter at the output of the 
amplifier suppresses the 2nd and 3rd harmonics of the 
carrier which otherwise would affect the levelling. The 
frequency of the transmitter is controlled by an a.f.c. 
circuit which employs a wavemeter tuned to 13-6 GHz 
as reference. The a.f.c. ensures that 13-6GHz always 
corresponds to a certain point of the sweep waveform. 
The possibility of introducing the modulation by 
means of a phase modulator in the antenna feed was 
investigated thoroughly but the power level (7 W) and 
the bandwidth (1-5 GHz) are prohibitive for a design of a 
simple low loss modulator. Direct modulation of the 
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Fig. 3. Schematic diagram of the 13-5-15-0 GHz propagation experiment. 


a*= measured data, 


b*=error flags, 


c*=time and rain gauge data, 


d*=status and error print-outs, e*=errors and events concerning the on-line part, f *=condensed statistics per week. 
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Table 1 


System performance 


Amplitude measured (13-5-15-0 GHz): 
Range from nominal: 


Short-term accuracy at nominal level: 


Absolute accuracy: 


Differential phase measured :(10 MHz) 
Range 
Short term accuracy at nominal level 
Equivalent ‘delay’ 


Differential gain measured: (10 MHz) 
Range 


+12 to —60 dB 
+0:-01 dB 
+0-°5 dB 


+180° to —180° 
+0:1° 
+30 ps 


+14 dB to —6 dB 


Short term accuracy at nominal level +0-01 dB 

Equivalent ‘linearity’ +0°1% 
Sample frequencies: (13:5 GHz-+n x 2:5 MHz) 

Range 5) S/S? 

Accuracy +50 kHz 
Data storage on magnetic tape: 

Bytes per record: 3850 

Records per 2400 feet tape reel: 9125 


Worst case tape consumption: 


1 reel per 2h 32m 


Aerials: 
1:2m (4ft) uncovered front-feed parabolic 
reflectors 
Nominal gain: 42 dB 
V.s.w.r. maximum: 115 
Feeders: 
Total loss in filters, isolators and 
waveguides: 3 dB 
Transmitter : 
Saturated power output: 10 W 
Operating power output: 6-5 W 
Frequency sweep: 13-5-15-0 GHz 
Frequency of modulation: 10:0 MHz 
Peak frequency deviation (m=0-1): 1:0 MHz 
Receiver: 
Nominal received level: —29 dBm 
A.g.c. dynamic range from nominal: +6 to —60 dB 
Usable dynamic range from nominal: +12 to —60 dB 
Noise figure: 10 dB 
Post-detection bandwidth (—1 dB): 1:0 kHz 
Frequency lock accutacy (drift and noise): +50 kHz 
Acquisition time (+10 to —50 dB level): 25 ms 


carrier oscillator is satisfactory provided all elements in 
the signal path are carefully matched to avoid multiple 
reflections. The waveguide run between the amplifier and 
the antenna is furthermore kept to a minimum by 
mounting the transmitter directly behind the antenna. 
The frequency-dependent variations in differential phase 
still present are mainly caused by the t.w.t. and the feed 
system of the transmitter antenna. 


2.2 The Receiver (Fig. 5) 
The receiver front end is a crossfield waveguide mixer 
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FM control 
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that converts the incoming signal to the 140 MHz if. 
The mixer is located immediately behind the feed horn 
of the antenna. No image rejection is attempted as this 
is likely to cause substantial ripples of differential phase. 
The conversion loss and input impedance of the mixer are 
stabilized by levelling the |.o.-signal to keep a constant 
rectified current in the mixer diodes. The local oscillator 
circuit is identical to that of the carrier oscillator. 

The 140 MHz main amplifier has a 66 dB a.g.c. range 
provided by a chain of six identical amplifiers where each 
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Fig. 4. Schematic diagram of the transmitter. 
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Fig. 5. Schematic of the receiver. 


has its own independent a.g.c. and 11 dB gain range. 
This distribution of the a.g.c. action gives a fast overall 
response time. 

A part of the i.f.-signal is taken out after the i.f.- 
preamplifier and converted to 0:5 MHz for linear 
detection of the carrier level. The linear range is limited 
upwards by the maximum output available from the 
i.f.-preamplifier and downwards by transition to a square 
root law. This characteristic is introduced to limit the 
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quantization steps at deep fadings. 

The output of the a.g.c. chain is fed to a discriminator 
that extracts the 10 MHz modulation. The level of the 
modulation, i.e. the differential gain, is measured by a 
10 MHz amplitude detector. The phase of the modu- 
lation, i.e. the differential phase, is measured relative to a 
stable crystal oscillator identical to that of the trans- 
mitter. This oscillator is phase locked to the received 
signal but with such a’ large time-constant that the 
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locking does not influence the variations of different 
phase measured during a sweep. 

The temperature drift of all three detectors is kept 
small by use of oven control of the detecting elements. 

The receiver is locked to the frequency of the incoming 
signal. The frequency correction is automatically 
minimized by adaptive phasing of the receiver sweep. 
This ensures minimum outage time if the receiver looses 
lock during a deep selective fading.’ 

The three measured parameters are sampled at 516 
frequencies during the up-sweep. This measuring 
sequence lasts 330 ms out of the 1 second sweep period. 
Each of the 516 frequencies is a harmonic of 2-5 MHz 
and the frequency identification subsystem generates a 
sampling (a/d-trig) pulse when the transmitted frequency 
is a multiple of 2-5 MHz. The strict control of the 
sampling instants eases the requirement for tuning 
linearity and absolute frequency stability of the micro- 
wave oscillators. It enables furthermore a substantial 
reduction of deterministic errors by off-line correction 
of the measured data. 


2.3 The Data-logging System (Fig. 6) 

The collecting and recording of data are managed by a 
minicomputer. Here, data means propagation data, 
rain-gauge data, time and system status. The time is 
generated in a separate real time clock equipped with 
no-break power supply. This is one of the measures 
taken that enable the entire experiment to recover 
automatically from all temporary error conditions 
including power failure. Another ofthe computer’s tasks is 
to monitor the condition of the measuring system and the 
rain-gauges via check bits in the data collected and via a 
number of hard-wired status indicators in receiver and 
transmitter. The data from the. rain-gauges and the 
status information from the transmitter are collected via 
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permanently connected telephone lines. 

The computer performs a screening of the propagation 
data such that data from a sweep are recorded subject 
only to a minimum deviation from the previously recorded 
data. This procedure extends the measuring period per 
tape from the minimum 24 hours to between 12 hours 
and 14 days. All of the rain-gauge data are arranged ina 
buffer the contents of which are recorded with the first 
coming propagation data to be recorded. Every change 
in system status is recorded immediately together with 
the latest measured propagation data. 


3 Data Evaluation 

The choice of a sweep rate of one period per second 
was based on the information available in the literature. 
Only minor changes in the propagation conditions were 
expected within a second and virtually no change was 
expected to occur within the 330 ms it takes to sweep the 
band 13-6425 to 14-9300 GHz from which the data are 
recorded. However, the propagation measurements have 
revealed that.this assumption is not always fulfilled 
during severe fades.t Even precipitation fades have 
been seen to vary several dB during the 330 ms. It would 
have been possible to design the system for 10 sweeps per 
second but this would reduce either the dynamic range 
or the system’s ability to respond accurately to selective 
fading. The actual sweep rate is thus still considered a 
reasonable choice. 

The frequency spacing of 2:5 MHz between the 
sampling of the propagation parameters and _ the 
1290 MHz true sweep width has proved to be barely 
sufficient to get the full picture of the situation,!~* during 
severe multipath propagation. The shortcomings caused 
by the sweep rate, the frequency spacing and the sweep 
width are only of concern for the analysis of multipath 
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Fig. 6. Schematic diagram of the data logging equipment. 
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propagation with the intention of determining the actual 
multipath parameters.* 

The large number of sampling frequencies was decided 
upon as a measure for facilitating multipath analysis but 
it is also used to improve the quality of the basic 
propagation statistics. This is possible because the 
distributions of fadings are nearly independent of 
frequency within the actual band except during extreme 
precipitation fading. Thus the distributions from many 
(or all) sample frequencies can be combined for a 
particular distribution. The uncertainty due to sparse 
sampling is more or less eliminated, but the uncertainty 
due to changing meteorological conditions from year 
to year remains. 

The measurements of the three quantities amplitude, 
differential phase, and differential gain give the complete 
transfer function of the path. Multipath analysis without 
the phase information has been reported. Even if the 
multipath parameters may be calculated at reasonable 
speed and accuracy from an amplitude sweep, the 
complete transfer function must be synthesized from the 
multipath parameters before phase dependent properties 
such as intermodulation-noise in f.d.m.—f.m. systems 
may be calculated. When the phase information has been 
obtained by measurement, the i.m.-noise and the other 
phase dependent quantities can be calculated directly 
without involving the multipath parameters. 

The dynamic range of the system is from +12 dB to 
—60dB relative to nominal, however, with some 
unlinearity above + 6 dB and in particular above + 10 dB. 
A calibration is used to compensate for the unlinearities, 
but the accuracy is reduced at high levels. It should be 
mentioned that +12 dB levels (or higher) have been 
recorded several times during the first year of operation. 
Slow variations of the transmitter level and the receiver 
sensitivity will change the reference level relative to the 
nominal level. The computer programs take care of 
this by using the long-term (several days) running 
average of the signal level in fading free periods as the 
signal reference level. 

A slight compression of differential gain takes place 
when the signal level fades below —40dB relative to 
nominal due to the onset of the f.m. threshold effects, 
but it is easy to compensate for this by computation. 
The f.m. threshold effect becomes pronounced when the 
signal level fades below —50 dB. In the latter case it is 
advantageous to reconstruct the differential phase and 
differential gain. This is done by the use of the shape of 
the amplitude-versus-frequency curve around the ampli- 
tude minimum and based on the assumption that the 
fading near the minimum may be described by a two-ray 
multipath model. 

The sensitivity and accuracy at nominal level cor- 
respond to an equivalent noise level in a 2700 channel 
f.d.m.-f.m. system (worst channel) well below 10 pWop 
because the system was designed to cope with prediction 
of mean noise levels (with reference to CCIR) at very 
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short path length. Error sources such as phase and 
amplitude ripples from the system may be totally 
neglected at the present path. 

The three measured quantities are all band-limited 
before the sampling by post-detection filters. These 
filters have 1 dB cut-off at 1-0 kHz and a transmission 
zero at 1-6kHz. This means that the instantaneous 
measured values have been measured with an equivalent 
time constant of approximately 0-15 ms. 

Finally it must be mentioned that the sample fre- 
quencies are determined with an accuracy of within 
+50 kHz which is sufficiently good for any of the data 
to be presented. The high accuracy is required to reduce 
to the specified level the amplitude and phase noise due 
to oscillator jitter coupled via transmission line reflections 
and filter imperfections. 


4 The Data Analysis 

The off-line part of the experiment as shown on Fig. 3 
performs analysis of the recorded data for the purpose of 
producing standard propagation statistics and detailed 
supervision (i.e. error analysis) of the running of the 
experiment. All the propagation data and the rain-gauge 
data undergo extensive checks to avoid the inclusion of 
erroneous data in the distributions. The checks are based 
on the system status data, the timing information data, 
data check bits and characteristics of the data such as 
extreme values, abnormal sequences, etc. Propagation 
data from periods of nearly ideal propagation are used 
for updating a long-term running average, i.e. the 
reference data. This average is then subtracted from the 
measurements to correct for system errors. 

The accepted and corrected data are then the basis for 
the propagation statistics. The distributions produced 
include i.m.-noise power and total noise power. The 
noise powers refer to a telephone channel at 10 MHz 
baseband frequency in a 2700 channel f.d.m.—f.m. 
system. The thermal noise is set to 20 pWop for carrier 
levels equal to and above nominal and to increase 
proportional with the fading depth, i.e. a tenfold increase 
for each 10 dB fading. All the statistics are prepared for 
one week of measurements at a time and then stored in a 
permanent computer file. Statistics for each week can 
then later be retrieved independently and weeks can be 
combined at random to obtain statistics for months, 
seasons, years etc. The basic analysis is run on a routine 
basis at the computer centre whereas the retrieval and 
eventual combination of the weekly statistics can be 
performed via remote terminals. 

The ease of access and the flexible choice of timebase 
are considered important in order to encourage the 
maximum use of the results of the experiments. 

The following statistics are prepared. 


4.1 Fading and Noise Statistics 
Distributions of (1) multipath fading, (2) precipitation 
fading, (3) i.m.-noise power (with pre-emphasis), and 
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(4) total noise power—with separate distributions of 
instantaneous values, 1 minute mean values and | hour 
mean values for each of the four parameters. The mean 
values of the fading are in fact the mean values of 
thermal noise which are reconverted to fading level. 
These 12 distributions (4 parameters x 3 mean times) are 
also produced for each hour in the day. 

Distributions of the duration of events (fading and 
noise bursts) of the four parameters are made. Only 
events which are entirely contained in periods with valid 
data contribute to these statistics. 

All distributions in this group are based on data from 
125 frequencies spaced at 10 MHz intervals over the 
sweep band. 


4.2 Frequency Diversity Statistic 

Frequency diversity based on simple jumps between 
frequencies is simulated with three different sets of 
criteria for jump. The channels are arranged in a n+l 
pattern, which means n-traffic channels with one stand-by 
channel. Ten different n+1 patterns (4x|1+1],2+1, 
...,7+1) are simulated for each set of criteria. Dis- 
tributions of the instantaneous values of total noise 
power are generated for each of the n-traffic channels in 
the n+1 pattern together with the average of the same 
distributions from the n+ 1 frequencies. Also the number 
of jumps are counted for each traffic channel. Separate 
statistics are created from periods with multipath 
propagation and from periods with precipitation 
attenuation. 


/ 


4.3 Precipitation Statistics 

Distributions of precipitation intensity with 0-5, 5 and 
50 minute mean values are prepared for each rain-gauge 
connected to the data-logging equipment. A distribution 
of the duration of the events at the different intensity 
levels and a distribution of amount of precipitation 
versus precipitation intensity are also made. 

The individual showers are classified into 26 groups 
(light rain, rain, dry and/or wet snow, with or without 
hail, etc.) based on additional information from the 
rain-gauges. However, the validity of this classification 
has not been fully tested yet. 

Tables of the total amount of precipitation per rain- 
gauge per day are prepared for comparison with standard 
meteorological observations. 


4.4 Other Statistics 

Distributions of fading rate from multipath propa- 
gation and from precipitation attenuation are created 
separately based on data from three frequencies with 
425 MHz spacing. Distributions of differential phase and 
differential gain at all 516 frequencies are produced. 

A distribution of the relative amplitude and delay in a 
synthetic two-ray propagation is made. Data are derived 
solely from the variations of the amplitude vs. frequency 
where each distinct dip is supposed to originate from a 


March 1979 


two-way propagation. The multipath parameters are 
derived from the shape of the amplitude at and in the 
vicinity of the dip. 

The sweep is divided into eight sections and dis- 
tributions of instantaneous total noise power are 
prepared for each section for periods with multipath 
propagation and for periods with precipitation fading. 


5. Classification of Fadings — Multipath vs. 
Precipitation 

For the interpretation of the measured data it is 
important to be able to separate the influence of multipath 
propagation from that of the precipitation. Therefore, it 
was decided to include an automatic classification feature 
in the computer programs for the analysis. 

The classification requires two steps—the proper 
demarcation of a fading period and the classification of 
data from the period. In this analysis only two classes are 
considered—namely multipath propagation and pre- 
cipitation fading. Fading activity is assumed to be present 
if more than three cases of fading >5 dB or up-fading 
>1dB have occurred within the last 45 minutes. Data 
from periods without noticeable fading deeper than 
5 dB are classified as multipath. 

The classification is based on the following data: 


1. The two-dimensional distribution of the peak—peak 
amplitude and the corresponding value of maximum 
fade depth—one set per sweep. 


2. The two-dimensional distribution of the slope of 
differential phase v. frequency compared with the 
corresponding value of maximum fade depth—one 
set per sweep. 


3. Number of seconds with up-fading. 


4. Number of seconds with precipitation on any of the 
rain gauges situated in the vicinity of the propagation 
path. 


The data in | and 2 are taken as measures of the 
selectivity of the propagation. An example of peak—peak 
amplitude versus maximum received level is shown in 
Fig. 7(a). Every plotted point indicates that one or more 
sweep during that particular fading period has had such 
a combination of peakpeak amplitude versus minimum 
level. The number of sweeps is indicated by the letter, 
i.e. A=1, B=2, etc. Figure 7(c) shows the presentation of 
similar data but for a period with precipitation fading. 
The difference between the two propagation phenomona 
is fairly clear with this presentation. The degree of 
selectivity is quantified by the slope of the best fitting 
linear regression. 

The correlation between the slope of the differential 
phase and the minimum received level is presented in 
Figs. 7(b) and 7(d) for multipath and precipitation 
respectively. These examples show that precipitation 
fading does not cause differential phase variations apart 
from those due to the thermal noise. The degree of 
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(b) Differential phase scattergram—multipath. (d) Differential phase scattergram—precipitation. 
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Table 2 

Classification of fading periods, July 1974-July 1975. 
Fading type I I il IV 
(OSS Slee Rae a ee a A 
No. of cases: 90 24 37 94 
Total 
duration (hours): 199-2 50:9 . 85:3 621-1 
Average 
duration (hours): 2-2 21 pes} 6:7 
% of 
classified time: 20:6 5:3 8-9 65:2 


I: Definitely precipitation 
Il: Probably precipitation 


Ill: Probable multipath 
IV: Definitely multipath 


selectivity is here quantified by the quadratic regression 
curve. 

The four types of data used for the classification are 
continually updated during the fading period and at the 
end of the period used in a pattern recognition algorithm 
which finally yields the classification. Based on 50 
representative test examples it is concluded that the 
classification is correct for more than 80% of all fading 
periods (>5 dB fade) and it is nearly 100% correct for 
periods where deep fadings (> 20 dB) occur. The results 
of the classification for the pence July 1974-July 1975 
are given in Table 2. 

Two examples of classification are reported in the 
literature. However, they cannot be directly compared 
with the results shown above since in Ref. 6 a large part 
of the fading periods are left unclassified and in Ref. 7 
no information is given about the criteria for the 
classification at all. 


6. Calculation of the Intermodulation Noise 
Several methods for calculating i.m.-noise in a f.d.m.— 
f.m. system have been published—but only the most 


Fading (48) 
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Fig. 8. Fading and intermodulation noise. 
Year 1974/75. -10 
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Table 3 


The overall accuracy of the determination of the 
intermodulation noise. 


Fraction (%) 1 5 50 95 99 
Deviation (dB) +2:°5 +0:5 —] —3 —4 


fundamental work®»® is suitable in the actual case. The 
reason is that the measured values of amplitude and 
differential phase both may show large non-linearities and 
these are in conflict with the basic assumptions for most 
of the published methods. 

A new expression was derived from equations (22) and 
(23) of Ref. 8.° The relative contribution from the 
individual parts in the new expression was investigated 
by means of a Monte Carlo simulation of the multipath 
propagation and afterwards all insignificant parts were 
removed. The shape and the magnitude of the calculated 
distortion spectra are in agreement with the spectra 
published in Ref. 10. 

The accuracy of the reduced expression was tested on a 
computer model of the equipment including level 
dependent thermal noise and quantization errors. This 
test was also based on a Monte Carlo simulation of the 
multipath propagation. The accuracy was investigated by 
comparing the i.m.-noise based on the simulated measure- 
ments and calculated by the reduced expression with the 
i.m.-noise based on the known multipath data and 
calculated by the complete expression. The deviations of 
the simulated values from the ‘ true’ values are shown in 
Table 3. 


7. Examples of Statistics 

A number of propagation statistics are presented in 
Figs. 8 to 15. The measuring period is July 1974—July 
1975 (year 74/75) for all but Fig. 9. 
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Fig. 9. Cumulative distribution of rain rate. 


The distributions of fading and i.m.-noise are given in 
Fig. 8. The amount of multipath fading is fairly equal to 
the fading caused by precipitation. This characteristic 
holds for later periods of measurements also. The multi- 
path propagation also causes significant increase in the 
received level (i.e. up-fading). Levels up to +12 dB 
relative to nominal have been measured and levels of 
+7 dB were present 0-1°% of the time. The distribution 
of i.m.-noise shows that the thermal noise (i.e. fading) is 
the dominant factor. It must however be remembered 


fractional time dB 


frequency, GHz 


(a) K-fades and multipath. 


‘probability of multipath fading is 


that the i.m.-noise is very dependent on the actual 
multipath delays occurring on a path such that the 
present may not be directly applicable for say an over- 
water path. An example of annual rain rate distributions 
for the area is given in Fig. 9. The distributions cover the 
period November 1974-October 1975 because all the 
rain gauges were not in operation before November 
1974. The data are mainly included as they are very 
representative for the average conditions in Denmark.” 

The variation of fading versus frequency is assessed by 
dividing the sweep into eight slots and producing separate 
statistics for each slot. The distributions are actually for 
total noise power but they can be interpreted as well as 
fading since the i.m.-noise is small compared to the 
thermal noise. Figures 10(a) and (b) show the frequency 
dependence for multipath and precipitation respectively 
by giving the fractional time for every full 5 dB. The 
approximately 
proportional with frequency which is in agreement with 
the theory presented in Ref. 12. The frequency variation 
of the precipitation fading agrees with the published 
theories (e.g. Ref. 13) which predict that the attenuation 
in dB is proportional to the square of the frequency in 
the 10-20 GHz range. 

The diurnal variation of fading is evaluated by pro- 
ducing an average distribution for each of the 24 hours 
of the day. The results for multipath and precipitation 
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Fig. 10. Total instantaneous noise vs. frequency. Year 1974/75. 
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(Fig. 11. Cumulative distribution of instantaneous values of diurnal variations Year 1974/75. 
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Fig. 12. Cumulative distributions of instantaneous values of monthly variations. (10 dB step). 
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are shown in Figs. 11(a) and (b) respectively. The graphs 
show the fractional time for every full 10 dB of fading. 
A level is represented with a dot and connected to the 
x-axis by a vertical dashed line if it is not present in both 
the preceding and the succeeding hours. The same 
presentation is used in Figs. 12 and 15. The multipath 
propagation is most frequent between sunset and sunrise 
as it was expected for an over-land path where multipath 
is likely to be caused mainly by atmospheric inversions. 
A part of the peak around 9 hours has been traced to an 
incident where the atmospheric conditions supporting 
multipath propagation around and after sunrise devel- 
oped into showery weather. The intermediate period 
without fading was in this case not long enough for the 
classification procedure to be able to separate to two 
periods of fading. 

The diurnal variation of precipitation fading exhibits 
increased probability in the afternoon. This is in agree- 
ment with the diurnal variation measured by long-term 
rain-gauge measurements.'* 

The monthly variation of fading is shown in Figs. 12(a) 
and (b). It is noteworthy, that appreciable multipath 
propagation occurred in February during a period with 
calm and frosty weather. The extreme precipitation 
attenuation in March is caused by a single occurrence 
of wet snow. 

A rarely published parameter is the fading rate which 
indicates how fast the received level changes. The 
recorded values shown in Fig. 13 are entirely due to 
multipath propagation. The distribution is likely to 
underestimate the fading rate since it is determined by 
taking the amplitude variation over a period of one 
second. 

The figure of main interest for the radio circuit 
designer is the total noise power in a telephone channel. 
Figure 14 shows distributions of noise power for 
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integration times of 1 second, 1 minute and 1 hour. The 
monthly distributions for 1 minute and | hour integration 
are given in Figs. 15(a) and 15(b) respectively. 


8. Comparison with CCIR Rec. 395-1 

This Recommendation specifies three quality criteria 
for circuits established over real links of length L 
(50 km<L<840 km). 


1: Not to exceed more than 3x L+200 pWop noise 
power in any hour. 


It is commonly agreed that this criterion—which is 
inherited from the cable circuits—cannot be fulfilled in a 
radio link. Figure 15(b) confirms this point of view. 


2: Not to exceed more than 3xLZ+200 pWop one- 
minute mean power for more than 20% of any month. 


In the actual circuit noise power loss of only 2xL 
pWop=100 pWop should be allowed for the propagation 
since a suitable amount of the noise power must be 
reserved for the radio equipment. According to Fig. 15(a), 
the level of 100 pWop=20 dB pWop is not exceeded in 
more than 6% of any month. 


3: Not to exceed more than 47500 pWop one-minute 
mean power for more than 0-011 % of any month. 


According to Fig. 11 this is not fulfilled in March and 
June-July (1975). In March the reason is the above- 
mentioned event with wet show. Based on the infor- 
mation given in Ref. 15 it is reasonable to claim that 
protection of the antennas will resolve most of the 
problem. 

The fading activity in June and July is dominated by 
multipath propagation. The use of some kind of diver- 
sity may reduce the percentage of time with that noise 
level to at least one order of magnitude. In this case the 
performance criterion will be fulfilled. 
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Fig. 14. Total noise (or fading). Year 1974/75. 
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The examples of propagation data shown are mainly ways and two special investigations have hitherto been 
concerned with f.d.m.—f.m. radio systems. The statistics carried out. The first one!® deals with the level dependence 
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of multipath fading, i.e. the probability of fading, the 
number of fades and the durations of fades. The number 
and the duration show a distinct difference from 
previously published results for 4, 6, and 11 GHz in that 
the level dependence is different and that the duration of 
the fades are much shorter at 14 GHz than estimated 
from the measurements at lower frequencies. 

The second investigation concerns the possibility of 
predicting precipitation fading from point measurements 
of precipitation. The concurrent measurements of fading 
and precipitation in this experiment constitutes an ideal 
test case for estimation of the various prediction methods 
published. Nine prediction methods have been estimated 
by means of data from two summer periods.'’ The best 
prediction was given by taking the distribution of rain 
rate with 50 minutes integration time as an estimate of 
the path average rain rate from which the fading was 
calculated. 

The measured propagation data can, however, supply 
more information than that extracted by the currently 
implemented analysis program. The reason is that the 
three parameters—amplitude, differential phase and 
differential gain—contain sufficient information to enable 
a complete description of propagation path in terms of 
its complex transfer function.1® This description facili- 
tates, for example, a more straightforward derivation of 
multipath parameters than has been possible with 
previous experiments. This course has been pursued 
successfully and the outcome is an automatic analysis 
that yields multipath delays with a resolution of better 
than 0-1 ns. Distortion in digital communication systems 
may be derived either from the complex transfer function 
directly or from the various multipath components.1:19 


10. Conclusion 


The measurement system which has been developed 
by the Electromagnetics Institute and the Danish Post 
and Telegraphs has collected a large amount of unique 
data. These data have already proved valuable. New 
knowledge has been obtained on subjects such as 
intermodulation distortion due to multipath propagation, 
instantaneous noise distributions, the influence of 
precipitation (including wet snow) on microwave 
propagation, methods for classification of fadings, 
diurnal and monthly variations of fadings, etc. One 
important conclusion is that the Danish climate appears 
to permit microwave links at 14 GHz with much longer 
path lengths than expected. 

The measured complex transfer functions are stored 
on magnetic tape in a form which is easily accessed by a 
computer. This means that the influence of the propa- 
gation on communication systems with virtually any 
modulation scheme may be predicted without the need 
for new measurements. 
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SUMMARY 


A potentially low cost amplifier module has been 
made using transistor chips with thin film, beam 

lead or chip components in a hybrid microwave 
integrated circuit. 

The design of this amplifier demonstrates a technique 
which has been devised to obtain input power 

match with minimum noise figure. This uses feedback 
to achieve the power match whilst maintaining, at 
the transistor input terminals, the source impedance 
required for minimum noise figure. The amplifier 

uses transistor chips from low-noise ‘slices’ of the 
Mullard BFR90, which, without feedback, would 
give a mismatch (v.s.w.r.) of >3:1. 

Over a bandwidth of 300 MHz, centred on 1:5 GHz, 
the coincident conditions have been achieved, 
resulting in an amplifier noise figure of 3-5 dB and 
input v.s.w.r. <1-:25:1 for 50 ohm source. The gain 
of the two-stage matched amplifier is between 16 
and 12 dB from 1:1 to 2:4 GHz. 


*Philips Research Laboratories, Redhill, Surrey, RH1 5HA. 
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1 Introduction 

It is anticipated that by the 1980-85 period the demand 
for more communications channels will bring an expan- 
sion of ‘traffic’ in the 1-2 GHz frequency band. Receivers 
in this band for systems such as microwave links and 
communications and navigation via satellite will often 
benefit from low-noise pre-amplifiers. 

Cheap broadband amplifier modules exist for fre- 
quencies below | GHz but the lowest noise figures do 
not appear to be compatible with low cost. This paper 
describes work aimed at a basically low cost amplifier 
module with optimum noise figure and good input match 
over as broad a frequency band as possible centred on 
1-5 GHz. The coincident conditions were achieved by the 
use of feedback. 

The. plastic encapsulation of many transistors limits 
the performance due to the internal lead configuration. 
Since microwave packages are expensive, any cheap and 
small amplifier module will, almost certainly, use 
transistor chips with thin film, beam lead or chip com- 
ponents in a hybrid microwave integrated circuit (m.1.c.). 
The amplifier, later described, is of this form. It has 
not, yet, been developed to production standards. 


2 Specification and Design Compromises 
2.1 Input Requirements 

Minimum noise figure and good input power match to 
the source impedance are the usual requirements. The 
source impedance which results in minimum noise figure 
is not, in general, the same for minimum reflection, i.e. 
the power matched condition. For some systems power 
match is not necessary and a simple input circuit for 
minimum noise figure is possible. One method that 
has commonly been used to satisfy both requirements is 
to use two identical amplifiers in a balanced arrangement 
with 3 dB, 90° couplers at input and output.’? Briefly, 
this arrangement consists of a 3 dB coupler to split the 
input into two equal amplitude signals which are 
separately amplified and then recombined in a similar 
coupler at the output. The advantage of this approach 
is that the input circuit to each amplifier needs then to be 
designed only for minimum noise figure over a band- 
width extending to at least | GHz (e.g. 1-2 GHz). The 
input reflections, if similar, will be absorbed in the load 
on the fourth port of the input coupler. The disadvant- 
age is the need for two couplers and amplifiers. The 
alternative is to use feedback on the transistor to improve 
the input match whilst maintaining the minimum noise 
figure. A noise figure approaching the minimum to- 
gether with an input v.s.w.r., relative to 50 Q, of < 1:25: 1 
has been achieved over a band of approximately 300 MHz 
centred on 1-5 GHz. Optimum source impedance and 
low input v.s.w.r. were theoretically shown to be possible 
over a wider bandwidth by the use of both shunt and 
series negative feedback but with such a circuit the first- 
stage gain was so low (4 dB) that the overall amplifier 
noise figure would be high. 
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2.2 Gain-frequency Response and Output Match 

It is important to distinguish between the needs for a 
flat gain response and lack of dispersion. If very simple 
broadband circuits are used then dispersion can be 
minimized. For most narrowband communication 
systems a pre-amplifier need not have a flat broadband 
gain response. Silicon bipolar transistors have an avail- 
able gain which decreases at approximately 6 dB per 
octave. Various methods can be employed to compensate 
this fall in gain. One commonly used is to mismatch the 
interstage circuit at low frequencies so that the maximum 
gain will only be achieved at the highest frequency. One 
disadvantage of this approach for a two-stage amplifier 
is that all the compensation must be in the interstage 
circuit and therefore the contribution to the noise figure 
from the second stage will be far from optimum at low 
frequencies. A second disadvantage is that transistor 
feedback can have greater effect on the input v.s.w.r. 
when its load is mismatched. An alternative method is to 
provide frequency dependent attenuation in the output 
and interstage circuits, which are then ideally designed to 
have zero loss at the highest frequency and also provide 
output terminal match. In addition, the interstage circuit 
can provide optimum source impedance for minimum 
second-stage noise figure. Simple shunt circuits with 
these attenuation characteristics have been evolved in 
the designs of the L-band amplifier and i.f. amplifiers at 
u.h.f. for 12 GHz television receivers. 

The L-band amplifier, later described, has two stages 
and it was not possible to provide other than a falling 
gain response without compromising the design for 
minimum noise figure and input and output power match. 
The gain was typically 16 dB from 1-1 to 1-5 GHz, then 
decreasing steadily to 12 dB at 2-4 GHz. 

For a flatter gain response either: 


(a) Three stages would be required. For many systems 
the additional pre-amplification given by three stages 
would unacceptably reduce the dynamic range; or 


(b) A pair of two-stage amplifiers, designed only for 
minimum noise figure and a flat gain response, could 
be used in the balanced arrangement, which also gives 
a good output match. A balanced amplifier approach 
is not incompatible with a microstrip circuit since inter- 
digitated Lange couplers? can be used. 


3 Characterization of Transistor Chips 

The Mullard BFR90 range of. transistors has been in 
production for several years but is sufficiently close to the 
state of the art that it is representative of conventional 
silicon bipolar transistors with arsenic doped emitters. 
Chips, from slices of BFR90 transistors with low noise 
figure, were eutectically bonded to 509 gold-plated 
microstrip lines on alumina substrates. A double emitter 
bond lead to adjacent earthing posts kept common lead 
inductance to 0-17nH. For the microwave package of 
the BFR49 the minimum inductance of the double lead 


142 


Table 1 
Frequency Z, normalized to 50Q Noise figure 
GHz dB 
1:3 0:68 +j0-28 
1:5 0:75+j0-18 .2-4+0-2 
leq 0:74+)j0-11 es 
2:0 0:73 —j0-13 4:0+0-4 


is approximately 0-35 nH and for the normal BFR90 it 
is 2nH. In the final amplifier configuration a single 
bond lead to a microstrip line was used when feedback 
was required to be generated in the common emitter 
circuit. 

The source impedance for minimum noise figure was 
measured with an Ailtech noise figure indicator, type 75, 
with which the noise figure was continuously monitored. 
The optimum measured source impedances (Z,) for 
BFR90 chips, at J,=5 mA and V,.=5 V, are given in 
Table 1. The reference plane for the measurements was 
the end of the 50 Q transmission line to the input base 
terminal. 

It was estimated that a multistage amplifier could be 
made with a noise figure of 3-0 to 3:5 dB at 1-5 GHz. 

The S-parameters were also measured for use in the 
amplifier design. 


4 Amplifier Design 
4.1 General Approach 

The maximum available gain for the BFR90 chip was 
predicted to be approximately 19 dB at 1 GHz and 12 dB 
at 2 GHz. Realizable gain is nearer 10 dB in a broad- 
band amplifier with an ideally flat gain characteristic and 
so two stages are required for a pre-amplifier module. 

A simple input circuit was designed using Smith chart 
manipulation to provide the optimum source impedance 
for minimum noise figure. From a simple equivalent 
circuit of the transistor output admittance a load circuit 
was designed for the transistor chip. This single-stage 
amplifier was analysed and an input v.s.w.r. of between 
3 and 4: 1 was predicted. The input impedance of the 
transistor was too low for power match with the input 
circuit for optimum noise performance (Fig. 1). Series- 
derived feedback using an undecoupled emitter inductance 
of | nH was predicted to give the right order of increase 
(Fig. 2). The input circuit was re-optimized to provide 
the required source impedance to the emitter/base 
terminals. One of the effects of the feedback is that all 
parts of the circuit become interdependent and satis- 
factory design for a multistage cascaded amplifier can 
only be accomplished by optimization of the components 
of a complete amplifier. 

The two-stage amplifier was designed by cascading the 
single matched stage with a basically similar one but with 
reduced feedback to give more gain. By cascading with a 
second stage which had a source impedance approaching 
optimum it was thus aimed to produce the minimum 
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A 2:0 GHz; 
O 1:5 GHz; 


Fig. 1. Source impedances required for (a) power match; (b) for 
minimum noise figure. 


overall noise figure. Final computer optimization 
adjusted the circuit to give input and output v.s.w.r.s of 
less than 1:8:1 and the gain to between 16dB and 
12 dB over the frequency range from 1-1 GHz to 2:4 GHz 
as shown in Figs. 4, 5 and 6.° 

It was not possible to provide the optimum source 
impedance over a bandwidth greater than approxi- 
mately 300 MHz at 1-5 GHz. The gain of the first stage 
was reduced to approximately 7dB. Shunt feedback 
from collector to base by a series RLC circuit was added 
for the analysis and an optimum source could then be 
provided over a bandwidth from 1*3 to 2:0 GHz but 
the stage gain was less than 4dB. The effect of this 
lower gain would be an increased overall noise figure. 


4.2 Circuit Details 

The broadband load circuit was designed to match the 
approximate output impedance (110 in parallel with 
0-86 pF) to 50 Q using a three-resonant-element Cheby- 
chev circuit using formulae given by Levy.* The in- 
ductors were realized by short lengths of high impedance 
transmission lines and the shunt capacitors by low 
impedance shunt open circuit stubs. Beam lead capacitors 
were used in series. 


Shunt microstrip 
lines of rf. circuit 
4 


Microwave 
transistor 
chip 


Fig. 3. 
Transistor bias circuit. 
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Zin* Conjugate of the input impedance for 
various values of Le. 


Fig. 2. Effect of emitter inductance. 


The practical circuit included frequency dependent 
attenuation to flatten the gain response. This was 
effected by including shunt transmission lines which were 
terminated in a resistance to earth. This resistance was 
shunted by a 2:2 pF capacitor to reduce high-frequency 
loss. In the amplifier optimization, to minimize the loss 
at the upper frequencies, lines of a quarter wavelength 
at 2 GHz were tried. It was not possible to achieve a 
good match over an octave bandwidth with this length 
and the final optimization resulted in shorter lines. 

The negative feedback in each emitter circuit was 
provided by using a single emitter bond lead (adding 
0-2 nH) and a 70 microstrip line to the earth at the 
edge of the 0-5 mm alumina substrate. 

The d.c. operating current of each transistor was 
controlled by stabilizing the collector current with a 
simple feedback circuit to the base. (Fig. 3.) 


5 Performance Summary 
5.1 Gain (Fig. 4) 

The gain was 16 dB from 1-1 to 1-5 GHz dropping to 
12 dB at 2:1 GHz and remaining at 12 dB to 2-4 GHz. 
For the temperature range —40 to +86°C the change 
was approximately 1-5 dB. 
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Fig. 4. Measured gain over the temperature range —40 to + 86°C. 
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Fig. 6. Predicted and measured output v.s.w.r. 


5.2 V.S.W.R. (Figs. 5 and 6) 

The input and output v.s.w.r. were independent of 
temperature and were less than 2:1. From 1-2 to 
2:0 GHz the input v.s.w.r. was less than 1:5: 1. 


5.3 Noise Figure (Fig. 7) 

For the temperature range —40 to +86°C the noise 
figure changed approximately linearly between the 
following limits: 


at 1-5 GHz: 3:2 dB at —40°C and 4:0dB +86°C. 
at 2:0 GHz: 4:5dB at —40°C and 5:8dB +86°C. 


It was estimated that originally the first stage gain was 
6dB at 1:5 GHz and after the gain flattening was 
removed in the interstage circuit the gain was 7-3 dB. 
The effect of this was to reduce the noise figure from 
3r8)t0r3e5:dB: 

When indium foil was placed over the 70 Q emitter 
feedback line, reducing the feedback, the first stage gain 
increased to 9:0 dB and the noise figure increased to 
3-8 dB representing a 0-5dB worse first stage noise 
figure. The input v.s.w.r. was then 1:7 : 1. This experi- 
ment indicated that the negative feedback has produced 
the desired change in the transistor source impedance. 


5.4 Power Output 

The power output for 1 dB gain compression changed 
over the frequency range from 2:6 dBm at 1-3 GHz to 
6:-4dBm at 2:0 GHz. This change was due to the 
attenuation of the gain flattening circuits. 


5.5 Intermodulation 
The output intercept point for second-order inter- 
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Fig. 5. Predicted and measured input v.s.w.r. 
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Fig. 7. Noise figure —40 to + 86°C. 


modulation products was +32 dBm and for third-order 
products was typically +20 dBm. 


6 Conclusions ¥ 

The amplifier that has been described demonstrates a 
relatively simple and potentially inexpensive technique 
for obtaining the minimum noise figure for an amplifier 
together with good input power match. The match, with 
respect to 50 Q, was better than 1-25 : 1 over a band of 
300 MHz centred on 1-5 GHz. The amplifier uses cheap 
transistor chips developed for u.h.f. applications and the 
noise figure, whilst slightly inferior to the state of the art, 
was 3:°5dB at 1:5 GHz. The alternative method for 
achieving power match and minimum amplifier noise 
figure from a particular transistor type is significantly 
more complex, using two amplifiers with 3 dB couplers 
in a balanced amplifier arrangement. 

One possible application for which the amplifier is 
being considered is for point-to-point links at approxi- 
mately 1-5 GHz in narrowband multiplex radio systems. 
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SUMMARY 

The British Post Office is introducing digital 
transmission equipment into its telecommunications 
network. The opportunity arises to take advantage 
of plant to be installed for telephony purposes to act 
as bearer plant for non-speech services, e.g. digital 
data. The per-voice channel capacity of a digital 
system is known as a channel time-slot and this 
paper describes how access might be gained to this 
capacity for use by non-telephony services. 
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1 Network Structure 

For economic reasons the British Post Office started 
to install 24-circuit pulse code modulation systems 
(p.c.m.) into its network in 1968. Already some 6000 
such systems are in existence throughout the country, 
primarily in the junction part of the network.’ Such a 
junction is typically 25 km long and connects a local 
exchange to its main network switching centre. The 
transmission rate of these systems is 1536 kbit/s. (Ref. 2.) 

More recently a hierarchical family of digital trans- 
mission equipment is in the course of development 
which includes higher levels of digital multiplexing and 
associated digital line systems.*** Just as with frequency 
division multiplex systems, these higher-order systems 
are assembled via a number of stages of multiplexing to 
allow flexibility and to permit the matching of equipment 
with the number of circuits required on specific routes. 
The basic building block of the hierarchy is the 30-circuit 
p.c.m. multiplex terminal which digitally encodes and 
time division multiplexes 30 telephone channels together 
to produce a 2048 kbit/s digital stream. At the distant 
terminal the complementary processes are executed.**® 

As well as its use in the junction network, 30-circuit 
systems will be used extensively in the main trunk net- 
work which is destined to become almost totally digital 
within the foreseeable future.’ Figure | shows the digital 
hierarchy. 


The map shown in Fig. 2 illustrates the extent of the 
coverage that will have been achieved by the early 1980s. 
Note that only 8 Mbit/s and above are illustrated so as 
not to clutter the illustration. By this time there will 
additionally be some 2000 2048 kbit/s systems in the 
network. 


One of the advantages of digital transmission is that 
by relatively simple conversion processes any analogue 
signal can be converted into digital form. Once in this 
form it can share transmission plant with any other service 
treated in the same way without fear of mutual inter- 
ference. Digital transmission could be considered asa 
universal transmission medium allowing a fully integrated 
services digital network to be developed. 


Clearly the opportunity arises to utilize this capability 
for new services such as digital data (as opposed to 
Datel®) or as an alternative for providing existing services 
such as the transmission of high-quality music circuits 
for the broadcasting authorities. In the case of data, 
the use of digital transmission is likely to be much more 
efficient than the use of Datel modems. The information 
rate allocated for each telephony channel on digital 
transmission systems is 64 kbit/s which is a much larger 
capacity than can be attained using Datel modems over 
an analogue telephony channel which at best can only 
yield 9-6 kbit/s. 

For the provision of music circuits one of the current 
practices is to use phantom circuits derived from the 
symmetric pair cables used for 24-channel f.d.m. carrier 
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systems. It has been decided to re-equip these cables 140Mbit/s 
with 8 Mbit/s digital transmission systems because the TaN 
existing carrier equipment is nearing the end of its ae ae 
economic life. The phantom circuits will no longer be ORDER ee 
available for music circuits and other arrangements will DIGITAL BABIO yeaee 
have to be made. Consideration is being given to the MUX (11GHz) 
igi s. It appears that the 
digital conversion of these signal pp aes 
THIRD 
ORDER 
DIGITAL 
MUX 
8 Mbit/s 
TRANSMISSION 
SYSTEM 
SECOND 
ORDER 
DIGITAL 
MUX 
2 Mbit/s 
TRANSMISSION 
SYSTEM 


PRIMARY 
PCM. 
MUX 
120 Mbit/s * 
- ---8 Mbit/s 
ABe 


——11 GHz RADIO 


120 Mbit/s LINE SYSTEMS WILL 
BE SUPERSEDED BY 140Mbit/s 
LINE SYSTEMS IN 1982 


Fig. 2. P.O. digital network planned to 
be in service by the early 1980s. 
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Fig. 1. CCITT digital hierarchy. 


digital capacity equivalent to 6 telephony channels (i.e. 
384 kbit/s) will be required for each monophonic music 
circuit. 

Other services which are particularly well suited to 
digital transmission are facsimile, viewdata and telex. 

Some of the services mentioned are new and provision 
will inevitably start in a relatively small way. In the case 
of music, the requirements are likely to be small for the 
foreseeable future. In many instances the present mini- 
mum provisioning unit of a 2048 kbit/s digital path is 
rather large and it is here that time-slot access might be 
useful. By gaining access to a few time-slots of a primary 
2048 kbit/s system, provided primarily to meet telephony 
requirements, a digital transmission capability for non- 
telephony services could be established on a route which 
could not justify a complete 2048 kbit/s path for this 
sole purpose. This use of time-slots for non-telephony 
services is considered advantageous since the 30-circuit 
block size is currently rather large on many routes even 
for telephony purposes. 


2 Frame Structure at 2048 kbit/s 

Figure 3 illustrates the frame structure of the 2048 kbit/s 
digital signal.°-? A frame, consisting of 32 time-slots 
numbered TSO-TS31, contains a digitally encoded sample 
from each of the 30 channels (TSI-15, TS17-31), 
together with frame alignment and signalling information. 
The frame repetition rate is 8 kHz and each time-slot 
contains 8 binary digits. TSO contains a frame alignment 
signal which is a fixed pattern that enables the distant 
terminal to recover the identity of time-slots by reference 
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Fig. 3. Frame structure of 30-channel p.c.m. 


to this known signal. TS16 contains signalling informa- 
tion for the 30 channels although, in any single frame, the 
8 bits of TS16 only contain the signalling information for 
two channels. Signalling for other channels is conveyed 
by arranging for the information to be submultiplexed 
into TS16 over a period of 16 consecutive frames, known 
as a multiframe. 


frame number of number of 
=repetition x time-slots x bits per 
rate per frame _ time-slot 


= 8000 x 32 x 8 bit/s 
= 2048 kbit/s 


gross digit 
rate 


frame : 
= number of bits per 
=repetition x .. 
time-slot 
rate 


= 8000 x 8 bit/s 
= 64 kbit/s. 


per-channel 
rate 


3 Options for Achieving Time-slot Access 

There are two basic ways in which time-slot access can 
be achieved, known as external and internal time-slot 
access. 

External access is the technique whereby a separate 
equipment intercepts a 2048 kbit/s path from a primary 
p.c.m. multiplex and inserts or extracts information from 
a number of time-slots. 

Alternatively the access can be incorporated into the 
standard 30-circuit p.c.m. multiplex terminal, in which 
case this is referred to as internal access. 


3.1 External Access 
Figure 4 shows a block diagram of an external time- 
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slot access equipment and it is immediately apparent 
that there is considerable duplication of many of the 
functions already executed in the p.c.m. multiplex. For 
each direction of transmission the line coded signal 
(High Density Bipolar 3, HDB3) has to be decoded, a 
timing signal extracted, other timing signals generated 
and frame alignment established before information can 
be either inserted or extracted from particular time-slots. 
Subsequently the composite signal must be recoded into 
the HDB3 line code format. Power and alarm functions 
are also necessary. Further, since the equipment is in 
effect in tandem with the p.c.m. multiplex, the overall 
performance of the 2048 kbit/s path is dependent upon 
the reliability of the access equipment. 

The advantages of external access are that it only has 
to be provided when access is required on a particular 
route. There is no question of it being a cost burden 
on 30-circuit p.c.m. multiplex equipment when access 
is not required. The equipment can be developed on a 
different timescale to p.c.m. multiplex equipment to 
meet the requirements of the services for which it is 
required. Access can be arranged to be at any point 
along the 2048 kbit/s path and does not need to be 
associated with the p.c.m. terminals. 

The disadvantages are that duplication of many of the 
multiplex functions already executed in the p.c.m. multi- 
plex leads to increased cost and reduced reliability of the 
telephony system. 


3.2 Internal Access 

Industry are currently developing, for the PO, a second 
generation of 30-circuit p.c.m. multiplex equipment which 
will provide an internal time-slot access capability. By 
substitution of telephony channel cards with non-voice 
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Fig. 4. External time slot access. 


variants, access will be possible to a limited number of 
time-slots. Figure 5 shows schematically how the access 
will be achieved. The important point to be borne in 
mind is that access will be achieved in such a way that, 
when the multiplex is used solely for the telephony, its 
majority application, the increased cost, as a result of the 
in-built potential to provide time-slot access, will be 
minimal. 

The advantages of internal access are that there is none 
of the duplication of circuitry as in the case for external 
access. The cost of providing an access capability should 
be lower and there should be no adverse effects on the 
reliability of the telephony circuits carried on the same 
system. 


3.3 International Standardization of Time-slot 
Access Order 


For both methods of access, the CCITT (International 
Telegraph and Telephone Consultative Committee) has 
recommended an order in which the time-slots should be 
accessed,'° this being necessary to achieve interworking 
across international boundaries at some future date. 
The order is based upon distributing the non-speech 
terminals throughout the frame to minimize the possibility 
of adverse patterns in the non-speech services causing 
phase jitter problems on the succeeding line equipment. 


4 Characteristics of 64 kbit/s Paths 

The 64 kbit/s paths provided by both external and 
internal access will be presented at defined electrical 
interfaces. There is no restriction on the information 
content of the 64 kbit/s streams, that is the paths are bit 
sequence independent. Information can be applied to the 
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time-slot access equipment as 8-bit words, known as 
octets, which are recoverable at the distant terminal with 
the octet integrity preserved. 

In the case of music circuits, by combining the capacity 
of 6 time-slots, a digital path of 384 kbit/s could be 
offered. This is likely to be compatible with encoders/ 
decoders suitable for broadcast-quality music signals 
which might have a sampling rate of 32 kHz withal0-bit 
amplitude representation. Additional information would 
be added for error protection, control and scaling 
information. The capacity of 12 time-slots could be 
offered for a stereo circuit. 


5 Access to 24-circuit P.C.M. 

Twenty-four circuit p.c.m. is the predecessor of 30- 
circuit p.c.m., and, as mentioned earlier, there has been 
considerable penetration of these systems into the 
network. However, it seems unlikely that access will ever 
be provided for a number of reasons. 


(1) On 24-circuit p.c.m. the frame structure is different 
to 30 circuit. Although each time-slot consists of 
8 bits, only 7 bits are used to represent the speech 
sample size. The other bit is shared between the frame 
alignment and signalling functions. Thus 64 kbit/s 
paths could not be achieved simply. 


(2) The line code used on 24-circuit p.c.m., known as 
alternate mark inversion (a.m.i.), is such that long 
strings of consecutive zeros in the bit stream must be 
avoided. Otherwise the timing information required 
for the correct operation of intermediate regenerators 
would not be present. When conveying digitally- 
encoded telephony signals, the probability of this 
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Fig. 5. Internal time slot access. 


happening has been arranged, by prudent allocation of 
code words, to be sufficiently small to be insignificant. 
However, by introducing non-telephony services into 
time-slots this could adversely affect the situation. 


(3) Twenty-four circuit systems do not fit into the 
hierarchy of higher-order digital systems. 


(4) Digital switching equipment will not terminate 
24-circuit p.c.m. systems directly. 


6 Alternatives for Providing Digital Data 
Services 


Time-slot access is obviously only part of the story in 
providing digital data services. For one thing the signals 
have to be conveyed between customers’ premises and the 
time-slot access equipment which might be sited at the 
local exchange. Plans are in hand to make use of data 
modems operating at rates up to 64 kbit/s on existing 
cable pairs in the local distribution network. For 
customers requiring data rates less than the 64 kbit/s, 
available from the time-slot access equipment, two alter- 
native solutions are being considered: either to reiterate 
the information, that is to send the information more than 
once to fill up the full 64 kbit/s, or to combine a number 
of these lower-speed data signals by a sub-multiplexing 
stage. Initially at least, the former is likely to be pre- 
ferred. 

It is likely that digital data services will be provided in 
the first instance using data modems in association with 
dedicated data multiplex equipment, that is multiplex 
equipment similar in format to the telephony multiplex 
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but which multiplexes thirty-one 64 kbit/s channels 
directly to 2048 kbit/s. Service will be offered initially 
between major centres such as London, Birmingham, 
Manchester where data routes are thick enough to justify 
the use of completely dedicated paths. 


7 Conclusions 

Time-slot access is likely to be used at a later stage as 
the service spreads away from the main centres to areas 
where the traffic routes, in terms of the number of data 
circuits, are much thinner. This approach should be 
commensurate with the introduction of the second- 
generation p.c.m. multiplex equipment, with its access 
capability, into the network. 

The paper has described how time-slot access tech- 
niques are a useful tool for the network planner to realize 
telecommunication networks suitable for the integration 
of services. 

Of the two alternatives, referred to as external and 
internal time-slot access, the former is unlikely to find 
widescale usage for the reasons given in Section 3. 
Internal access is a facility that is likely to be provided by 
the second-generation 30-circuit p.c.m. equipment and 
use will be made of this capability in the early 1980s as 
the systems penetrate into the network. 
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Letters 


From: J. L. Eaton, B.Sc., C.Eng., M.1.E.E. 


B. W. Osborne, M.Sc., F.Inst.P., S.M.1.E.E.E., 
C.Eng., F.I.E.R.E., M.I.E.E. 


Television Signal-to-Noise Ratio Before and 
After Demodulation 


B. W. Osborne’s paper! has sparked off several letters in 
your journal and, reading them, I am surprised that the 
notorious 6dB is still causing trouble. Using the theory of 
synchronous detection it is easy to see how it arises and to 
appreciate that it has nothing to do with the frequency 
response of the receiver near to carrier. 


The theory of synchronous detection can be carried out 
entirely in the frequency domain and only requires elementary 
trigonometrical operations. The full theory of the envelope 
detector is much more difficult but, providing that the noise 
level is small, its operation is somewhat analogous to 
synchronous detection and the results from the synchronous 
theory can be used for it without much error. 
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Figure A shows the spectrum of a carrier amplitude 
modulated to 100% by a single tone. The directions of the 
vectors representing the lower and upper sidebands indicate 
phase. After ideal synchronous demodulation the baseband 
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part of the spectrum is obtained by folding the spectra 
picture about the carrier vector and shifting the frequency 
scale so that the carrier is at zero (d.c.). When this is done the 
two sidebands fall exactly upon one another and add directly. 
As they were each originally half the carrier amplitude the 
resultant is now equal to the carrier anplitude. 


This operation is valid for any set of lower and upper 
sidebands providing that they are properly phased and added 
as vectors after the fold. If there is added noise, represented 
as a continuum of randomly phased vectors, the addition 
after folding must be carried out in terms of power Af. The 
relative noise power is clearly equal before and after detection. 
Hence the well-known fact that for 100% amplitude modu- 
lation by a single tone the carrier/noise ratio before detection 
and the signal/noise ratio after detection are equal. This is 
the reference case that is used in the calculation of signal/noise 
ratio in television amplitude-modulated systems. It is crucial 
to the argument to remember that all the adjustments that 
are made in the calculation are with respect to this reference. 


After detection what is importamt is the relation between 
signal and noise; the carrier is no longer significant because 
it has been reduced to d.c. Before detection any convenient 
level of carrier may be used as a reference to scale the 
calculation in terms of received field strength for example. 
The frequency response of the receiver must be taken into 
account prior to detection as it will modify both signal and 
noise. The effect on the noise can be allowed for by calcu- 
lating noise power in the receiver r.f. noise bandwidth. The 
effect on the signal will be to complete the removal of one set 
of sidebands from the original d.s.b. signal and therefore, to 
reduce their baseband relative amplitudes by 6dB. This is 
the 6dB which must be included in the calculation. The hypo- 
thetical frequency response of the receiver could be rectangu- 
lar but is usually specified to slope symmetrically about the 
carrier so that any sidebands that are reduced on one side are 
topped up (after the fold) by the residue of sidebands from 
the other. 


It must be remembered that the calculation is ideal and 
many factors may make practical measurements differ from 
the expected results by a decibel or so. 

J. L. EATON 
BBC Research Department, 
Kingswood Warren, 
Tadworth, Surrey. 
27th October 1978 
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I welcome Mr. Eaton’s clear statement that ‘for 100% 
amplitude modulation by a single tone the carrier/noise ratio 
before detection and the signal/noise ratio after detection 
are equal’. I have no argument with his first three paragraphs, 
though synchronous detection can itself introduce noise. 


When comparing the d.s.b. with the v.s.b. receiver (his 
paras. 4 and 5) we have about 3dB more noise in the d.s.b. 
receiver after detection, as well as the 6dB more signal. The 
signal-to-noise ratio at the receiver input is a matter of 
arbitrary definition, both for d.s.b. and for v.s.b. The noise 
energy bandwidth at the input of the d.s.b. receiver must be 
specified. 


I believe that the d.s.b./v.s.b. comparison is a red herring. 
It is often useful to try a new approach, and I am indebted to 
my colleague, Dr. A. E. Cutler, for the following discussion 
of signal-to-noise ratios in the y.s.b. receiver with envelope 
detector, starting from the basic physics. 


A simple television signal suitable for signal-to-noise 
assessments consists of black and white vertical bars of equal 
width. The full r.f. signal consists of periods of carrier at 
various levels and in each 64us line period we have Sus at 
peak amplitude (A) in the syncs., 9us at 0-76A in the porches, 
and 25us each at 0:76A4 and 0-20A. This gives a mean square 
voltage over the line period, as measured by a power meter, of 


os 2 (5x 12434 mes Os 


Exactly the same result is obtained if the brightness is 
sinusoidally modulated between the same limits. 


If a noise signal is present with r.m.s. voltage (V2), the 
r.f. signal-to-noise ratio is numerically 


S\ _ Ve 024° 
NIREMV a = Vo 


measured over the bandwidth from —1:25 to +5 MHz 


from vision carrier. 


The shaping characteristic of a v.s.b. receiver is designed 
to decrease from +1:25 to —1-:25 MHz, being 6dB down at 
vision carrier. This causes the vision carrier and signals near 
it to be reduced to half amplitude and reduces the noise 
power. Calculation showst that the noise power compared 
with that of a flat 6-25 MHz noise spectrum is reduced by 
1-35dB (a power ratio of 0-73). 


t e.g. as quoted by Dr. Maurice on p. 444 of Ref. 2. 
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Since all the components of the specified test pattern fall 
near the carrier, the locus of peaks appears at the output of 
the rectifier. The d.s.b. signal 


A ; 
sf) sin w t 


rectifies to (4/2) f(t) in the envelope detector, and the step 
from black to white in f(t) is 0:56, so that the output step is 
(A/2) x 0:56 =0:-28A. 

We also need to know how the noise fares during detection. 
Now band-limited noise exhibits a periodic variation in which 
the periods are typical of those of sinusoidal signals in the 
same band, from which it follows that when the detector 
diode is periodically switched by the applied signal, because 
of the relative size of the carrier and noise components, the 
samples will be substantially regular in time and consist of 
the peak of the carrier and a sample of the noise. The 
rectified noise has, therefore, the same statistical distribution 


of levels as the input noise, i.e. (V,2)ou=CV in. 


This leads to a signal-to-noise ratio as defined for video 
S _ (0:28A)? 
N }video 0-73 y 2 

Comparing the two definitions, we have 
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So we see that the definitions of signal-to-noise ratio for 
r.f. before and for video after an envelope detector lead 
automatically to a disparity of 1:86:1. A power ratio of 
1-86:1 is equivalent to 2:7 dB. 


In the above, the r.f. noise bandwidth is properly taken 
to be 6:25 MHz, and not the 5 MHz which I used in Section 
2.1 of my paper. 


Rediffusion Engineering Ltd. B. W. OsBORNE 
Technical Services Division 

187 Coombe Lane West, 

Kingston-upon-Thames, Surrey KT2 7DJ 


4th January 1979 
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The use of digital 
techniques to improve 
modulation-type sector- 
scanning sonar systems 
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SUMMARY 


The methods by which the local oscillator signals 
for use in a modulation-type sector-scanning sonar 
system may be produced are briefly reviewed. To 
achieve good performance in practice, it is often 
necessary to incorporate many adjustments in the 
system. An alternative system employing mainly 
digital techniques is considered, the analysis of which 
reveals the potential for improvements in 
performance. A sector-scanning sonar requiring few 
adjustments has been constructed using these 
techniques. 


* Department of Electronic and Electrical Engineering, 
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1 Introduction 

High-resolution sector-scanning sonar systems are 
becoming of increasing interest because of their potential 
for underwater exploration and surveying operations in 
connection with the oil industry. Historically, sector- 
scanning sonar systems have been operated almost 
exclusively by those closely associated with their design 
and construction. This situation is unlikely to continue 
with the expected widespread application in the civilian 
field since skilled personnel will not be available to make 
the detailed and complicated adjustments apparently 
necessary to such systems. Thus it is desirable to consider 
possible methods by which some or all of the more 
complicated adjustments might be eliminated. The 
purpose of this paper is to present one such solution. 


2 Basic Scanning Requirements 

First consider a (2n+1) element linear array of point 
hydrophones connected through a series of phase- 
shifting circuits to an adder. The phase-shifters allow the 
main beam of this array to be steered. A scheme of this 
type is illustrated diagramatically in Fig. 1 and is 
appropriate to narrow-band operation only. With the 
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radiation 
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Fig. 1. Sector scanning array processing. 


definition of terms given in Fig. 1, the angular sensitivity 
of this system is 


v(0) = y a, eXp (j{wot —r¢ —2zxrd(sin 6)/A}) (1) 


r=— Nn 


where w, is the angular frequency of the incident acoustic 
wavefront and a, is the peak output voltage from 
hydrophone r due to an incident sinusoidal pressure 
signal. Frequently, the hydrophones are of equal 
sensitivity and thus the output voltage of each is the 
same: 


= Ge AOn alin (2) 
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By applying this restriction to equation (1), the required 
summation yields: 


sin ({2n+1] [xd(sin 6)/A+¢/2}) 


ee ain GAG OAD) 


EXP (Jot) (3) 


The maximum value of v(@) and the values of 6 (@;) for 
which |y| attains this value are 


[VO)|=|")lmax=@2nt+ a. i=0, +1, +2,... 


; _ \A 
EORSSY 6 Fle i eae 
sin 6; (2i-£) = 


The values of 0; can thus be varied through control of ¢. 
It is convenient to make ¢ vary as a linear time 
function, i.e. 


and 


for |sin 6;|< 1 (4) 


p=at=2nf.t (5) 
so that the 6; vary cyclically with time: 
sin 6; =(i—f,t)A/d. 


The values of 7 which can be used to satisfy this equation 
are determined by the requirement that |sin 6| must be 
less than unity, thus 


fot-d[X<i<f.t+d)A. 


The convenience of making ¢ a linear time function may 
be realized by considering the output of the phase 
shifter in the rth channel: 


Vv, =a, Exp (j{wot —rw,t—2nrd(sin 6)/A}) (6) 


The various terms inside the parenthesis can be identified 
as the frequency of the acoustic radiation, the time- 
varying phase shift and the path length difference 
appropriate when the direction of the acoustic radiation 
is not normal to the array. The consequence of the time- 
varying phase shift is to cause a frequency change of 
rw,. It is possible to realize a sector-scanning receiver by 
simply implementing the 2n-phase coherent frequency 
changes (none is required for r=0) using n local oscil- 
lators. For high-resolution systems, the number of 
hydrophones in the receiving array can be large (greater 
than 100) and thus the number of local oscillators can be 
inconveniently high. Techniques have been reported by 
which the number of local oscillators needed can be 
significantly reduced.t-* These involve performing the 
required modulation processes in stages. 


3 Review of Modulation Methods 

Consider the outputs from the elements +r and —r 
in Fig. 1. The signals from these hydrophones require 
changing in frequency by —rw, to wy—rw, and by 
+rw, to w)+rw, respectively. One simple way to do this 
would be to pass each signal through a double balanced 
modulator whose local oscillator inputs are supplied 
from a sine wave of frequency rw,. Each modulator will 
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produce an unwanted sideband which would have to be 
rejected by filtering as illustrated in Fig. 2(a). The filter 
placed in each of the (2n+1) channels must have 
identical frequency, phase and delay characteristics. Each 
filter then requires a very steep transition between 
passband and stopband and it is, therefore, concluded 
that this method does not represent a_ practically 
realizable system. 

A second method involves single-sideband techniques 
and is illustrated in Fig. 2(b). The unwanted sideband is 
cancelled in the adder. With the phase assignments shown 
in this Figure the lower sideband is ideally cancelled. If 
the input to the lower path suffers a phase reversal (+7) 
in comparison with the upper path, then it is the upper 
sideband which is removed. These two systems can be 
combined by the use of sum and difference networks in 
the signal channels, to provide the modulation require- 
ments for the hydrophone outputs +r and —r simul- 
taneously, using only two modulators. This is illustrated 
in Fig. 2(c). The problem with these techniques is that it 
is rarely possible to reject the unwanted sideband by 
more than 40 dB in Fig. 2(b) and similarly difficult to 
null simultaneously both unwanted sidebands—see Fig. 
2(c). 


cos (We. f-1T/4) 


Ga 


cos (We [+ 11/4) 


(b) 


cos (We t-T/4) 


cos (We t+TT/4) 


(c) 
Fig. 2. Modulation methods. 
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A third method involves the generation of two 
frequencies, for example, w,;+rw,, ©,—rw,, which are 
then used to cause an overall change in the average 
signal frequency by w, radians per second.4 The un- 
wanted sidebands at the modulator outputs in a scheme 
like that in Fig. 2(a) can, by suitable choice of w,, be 
easily rejected by simple filters. The problem in this case 
lies in the generation of the two local oscillator signals 
w,+rw, and w,—rw,. It is normal to use the techniques 
of Figs. 2(b) and 2(c)—the latter scheme requires the sum 
and difference network to be moved from input to output. 
Again, difficulties occur in the attempt to separately or 
simultaneously reject the unwanted sidébands. At low 
frequencies, it is possible to achieve 40 dB of rejection 
(requiring adjustments, etc., accurate to 1%) but at 
high frequencies it is rarely possible to better 20 dB of 
rejection in circuits employing the techniques of Fig. 2(c). 


4 Digital Generation of Local Oscillator Signals 

One method of avoiding the sensitive adjustments 
which are implicit in the above systems is, perhaps, to 
choose a direct method of carrier signal generation. In 
this context, it has been found most fruitful to consider 
the third method since it has the advantage of easy 
filtration of the modulator output signals. The filtering 
requirement is always present due to the generation of 
other spurious outputs. The signal generation require- 
ment is thus to form sinusoidal waveforms with 
frequencies w,+rw, and w,—rw, in which r may take 
values from 0 to n inclusive. 

One method by which these signals can be generated 
directly uses a read-only memory (r.o.m.) to store 
sample values of an integral number of cycles of a sine 
wave—successive samples in time being stored in 
successive address locations in the memory. The address 
inputs to this memory are driven from a counter and 
clock so that each memory location is successively 
accessed. The contents of the various address locations 
are sequentially fed to a digital-to-analogue converter to 
produce a sine-wave output. A block diagram of this 
scheme is illustrated in Fig. 3. It is assumed that the 
counter is an m-stage binary one, since most memories 
are organized with m-input binary coded addresses. We 
also assume that there are & data output lines available 
from the memory (k data bits in each address location) 
and that p cycles of a sine-wave have been stored in the 
2” locations. The sine wave output from the digital to 
analogue converter has frequency f,: 


fo== p. (7) 


It is thus possible to generate a series of sinusoids whose 
frequencies are in arithmetic progression, starting with 
f./2™ (p=1). These are suitable for use as the local 
oscillator sources in a sector scanning receiver because 
it is possible to lock the phases of the output sinusoids 
together by driving the address inputs of two or more 


154 


Address counter 


Digital to 
analogue 
converter 


output 


sinusoid 


fp 


Fig. 3. Schematic for digital signal generator. 


r.o.m.s either from the same binary counter or from 
delayed versions of the same counter output. If this 
technique is to be used, a restriction is clearly placed on 
w, in that it must be a multiple of f,/2”. This does not 
seem to be a practical hindrance. 

There are two types of errors involved in the rep- 
resentation of sinusoids by this means. The first of these 
is that normally associated with sampling—there are 
sidebands around each harmonic of the sampling 
frequency. The separation between a given harmonic and 
its nearest sideband is simply f,. Thus, the sampled 
output contains the frequencies 


fcP 
+——, 
tet an 


where q is the number of the harmonic in question. 

In practice, only the lowest frequency sideband would 
probably be used—that is with g=0. The other unwanted 
outputs would be removed by a filter following the 
digital to analogue converter. The filtering requirements 
would probably set an upper limit to p at approximately 
2™/3. The second type of error is that associated with the 
amplitude quantization necessary with digital storage 
systems. These quantization errors will always be present 
in the digital representation of the sums of finitely many 
sine waves since the quantization theorem cannot be 
satisfied.® 


5 Analysis of Quantization Errors 

We assume that the quantizing errors are uniformly 
distributed and are uncorrelated from sample to sample. 
The later assumption is likely to be true only when the 
number of bits per sample (k) is greater than 6 but the 
results will give some guide for smaller values of k. We 
also assume that the smallest output from the digital to 
analogue converter has unity magnitude so that the 
quantization error, being uniformly distributed in the 
interval (+4, —4), has an energy (in a | ohm resistor) 
of 1/12 of a unit. The total error energy Eyor in the 2” 
samples is thus: 


JU IE AS (8) 


The pattern of quantization errors repeats at least as 
often as f,/2” times per second and thus the spectrum 
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of this error signal contains non-zero components at 
harmonics of f,/2”. The energy in all of these sidebands 
must equal Eyor and thus by computing the number 
and relative magnitude of these sidebands we will be 
able to attribute an average energy level to each one. In 
considering the relative magnitude of the various 
sidebands, there are two relevant aspects. Firstly, since 
we have assumed that the quantization errors are 
independent from sample to sample, the spectrum of 
these errors will be white—i.e. uniform envelope to the 
energy in each harmonic of f, which is present. The 
second aspect relates to the output of the digital to 
analogue converter between sample values. Normal 
engineering practice would ensure that the address input 
to the memory and therefore its output would not change 
in the interval under consideration. The output samples 
thus have a boxcar shape and hence the power spectrum 
of the quantization errors will be multiplied by the power 
spectrum of the boxcar. Hence the quantization errors 
have a power spectrum whose average, E(w), is 


_ E sin? (@/2f,) 
OAS 


where E is a constant to be determined later. 

We next calculate the number and frequencies of the 
quantization error sidebands. In order to do this, we 
must consider any symmetry which might be present in 
the quantization error pattern. The ith sample value of 
the sinusoid which is stored is: 


E(w) (9) 


ath 
s()= [1-+sin | SP] aera, [ibd bee aesal 


The process of rounding s(i) to the nearest integer s(i) 
in the amplitude range (0, 2*—1) produces the quanti- 
zation errors, (i). 


(i) =s(i) —s(i) 
Since quantization error generation is a memoryless 
process in the system under consideration, it is only 
necessary to search for symmetrical properties in s(i). 
We will first consider odd symmetry by comparing 
s(2"—i) with s(i). 


s(Q"—i)| =1-+sin [— |}e-2 


Il 
a, 

—_— 

+ 

2 

5 

N 

ad 

| 

E 


= {1—sin [=F ]}ar—2 


The portion of s(i) which varies with the sample number 
(i) has opposite sign to that of s(—i) and hence the 
spectrum of s(i) contains only sine wave components. 
To show that the spectrum of the qunatization errors, 
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<(i), only contains sine-wave components it is necessary 
to show that the quantization process has odd symmetry. 
Consider the values of sin [2zpi/2™] at which transitions 
in the value of s(i) take place. These values form the 
following sequence: 


Gre oe Or IO OES a) =e 


This clearly has odd symmetry and hence the spectrum 
of quantization errors contains only sine wave 
components. 

We next consider the case when p is odd and search 
for half-wave symmetry to test for the presence of even 
harmonics of f,/2”. In the case when p is even, the 
sequence of samples in the memory repeats. Assume that 
p can be factorized into the product of an odd number, a, 
and a power of 2: 


OND a7, 


The sample values, s(i), in this case are: 


ae 
sG)= [1+-sin =| | 2*-1_}-1 


From this equation we deduce that the repetition interval 
in iis 2”—° so that the spectrum of the quantization error 
in the case of composite p contains only odd harmonics 
0) iy dh OA 
The foregoing discussion has determined the number 
and frequencies of the unwanted signals due to quanti- 
zation effects and we now distribute the total error 
energy, Ezo7, between them according to equation (9). 
Hence: 
fee) inz2 b—m 
pears sin? [7(2/+1)2°-™ ] 


feo Cl 1)2"-™ (10) 


By the straightforward application of Fourier analysis 
techniques, it is possible to show that the summation in 
equation (10) is 2”-°-?. By substitution from equation (8) 

a ee 1 DP 


“7 yee FZ 

The average energy to be associated with each component 
in the power spectrum resulting from quantization 
errors is 


2” sin? (@,/2f,) 


PaaS (TD 


(11) 


where 


w= 2nf (21+ 1)2°-" 


6 Signal-to-Noise Ratio of the Generated 
Signal 
In the last Section, we found expressions for the 
average energy levels of the unwanted spectral com- 
ponents in the digital to analogue converter output. By 
determining the spurious signal energy in the required 
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output, we will be able to compare this method of 
generation on a_ signal-to-noise basis with those 
appropriate to other techniques. We assume that there 
are a large number of samples of the stored sine waves 
(i.e. 2” large), so that the energy stored in the alternating 
part of samples (neglecting the quantization errors) is 


2m—1 
Eg= [2 esd ee ey). 


i=0 


(12) 


ao 92 k+m—3 


This energy is distributed amongst all the spectral 
components present in the sampled (but not quantized) 


waveform. The energy E in a component at frequency 
ti pide iS 


nzZ 
B(w,) <2eeen-s SE eal2le) (13) 
(@s/2 fe) 
where 
a= IG aD aie 


If we assume that unwanted spectral components in the 
output signal due to quantization errors are close to the 
wanted spectral component, the sinc*(x) term cancels, 
and the average ratio between wanted and unwanted 
components (SNR) is found by dividing equations 


(13) by (11) 
SNR=E(w,)/E(@) 


por 3 x 92 k+m—b—3 


(14) 


The utility of equation (14) is that it enables average 
calculations about likely system performance to be made. 
For example if r.o.m.s with storage capacity of 256 x8 
bits are used to hold the sine-wave samples and we assume 
the p is relatively prime to 256, the energy signal to noise 
ratio is 3x22! or 68 dB. More typically r.o.m.s with a 
storage capacity of 256 x5 bits might be used and then 
calculations yield (with b=0) a signal to noise ratio of 
50 dB. In this latter case, the assumption of independence 
of the quantization errors from sample to sample is not 
strictly correct but the calculated signal to noise ratio 
should give a reasonable guide to actual system 
performance. 


7 Practical Results and Discussion 

A 45-element sector-scanning sonar receiver has been 
constructed using the signal generation technique 
described above. To reduce the number of phase-locked 
carrier signals, group modulation techniques were em- 
ployed.? Altogether eleven frequencies were required 
at 360,370, 380 kHz, 1-2, 1:23, 1:26, 2-56, 2-67, 2°76, 
2-85, and 2:94 MHz. Appropriate samples were stored 
in 256x4 bit r.o.m.s whose outputs were fed to 4-bit 
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digital to analogue converters constructed from weighted 
resistors. ; 

The digital to analogue converter outputs were each 
fed to simple tuned circuits (with Q-values in the range 
20-30) so generally only the nearest unwanted sidebands 
to the wanted spectral component had- significant 
magnitude. At the higher frequencies, around 2-7 MHz, 
the unwanted spectral components at the tuned circuit 
output had levels better than —40 dB compared with the 
wanted output and at the lower frequencies it proved 
possible to achieve ratios better than —60 dB. Even 
with the crude representation (4 bits) of the wanted 
signal, it has been possible to reduce the level of the 
unwanted signals by about 20 dB in comparison with 
the other methods of generation outlined in the intro- 
duction. Two characteristics appear at high clock 
frequencies which the analysis has not revealed and 
which both have the same origins. The first of these is 
that most of the even (as well as some of the odd 
harmonics) of f,/2" appear in the output spectrum. 
Secondly, the levels of the unwanted spectrum com- 
ponents tend to be higher than the predicted average 
levels. 

These effects can be attributed to transient non- 
linearity in the digital-to-analogue converter and to 
slight uneveness in the sample repetition time due to 
variations in the delay between a clock pulse and the 
associated change of signals on the data output lines 
from the r.o.m. 

Potential for the application of more complicated 
signal processing techniques is made available by 
replacing the read-only memories by random-access 
memories which are programmable by mini- or micro- 
computer. 
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SUMMARY 


A new class of all-pole transfer functions for 
pulse-forming networks based on the use of 
generalized Laguerre polynomials is introduced. It 

is shown that the two variable parameters, which 
are available with the generalized Laguerre 
polynomials, can always be adjusted so as to obtain 
an impulse response with any prescribed attenuation 
of transient overshoots. These filters, which may be 
referred to as generalized Laguerre filters, are shown 
to include as special cases Bessel filters, Gaussian 
filters and a recently derived class of transitional 
filters utilizing modified Bessel polynomials. A 
comparison with the Schussler filters, designed for 
impulse response with equal ripple transient ringing 
is also presented. 


Tables are presented giving the pole locations of these 
filters for n=3-7 and the transient overshoot 
attenuation of 20—60 dB in steps of 10 dB. 
Normalized element values for LC ladder realization 
with equal resistance terminations are also included. 
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1 Introduction 

In the design of pulse forming networks used in data 
transmission and other communication systems involving 
pulses a perfect Gaussian filter is highly desirable since 
its impulse response is free from any transient ringing; 
this has the same shape as the magnitude characteristic. 
Unfortunately, it is known that the Gaussian magnitude 
characteristic associated with linear phase, or any other 
phase function, is not physically realizable, since for this 
type of amplitude response the Paley—Wiener criterion 
is violated. Hence, in order to obtain a realizable filter 
function with negligible impulse response overshoot an 
nth-order Taylor approximation to the ideal Gaussian 
magnitude function exp (—w7?) has been proposed lead- 
ing to the well-known Gaussian filters. 

Alternative methods are based on linear phase approxi- 
mation or, what amounts to the same, on the approxi- 
mation of a constant group-delay characteristic by means 
of a realizable transfer function. Apart from the well- 
known Bessel filters, that provide a maximally flat type of 
delay approximation, and the filter functions with 
Chebyshev linear phase or Chebyshev group delay 
approximations, there are various other techniques 
using either analytical or empirical approaches to the 
linear phase approximation problem.*:+ The idea under- 
lying all these methods stems from the fact that in 
minimum-phase networks a linear phase is associated 
with the magnitude characteristic which is reasonably 
close to the ideal Gaussian response. 

A least squares approximation technique using 
Laguerre functions has been extensively used in time 
domain synthesis, but it has not achieved much popularity 
in the frequency domain synthesis of pulse forming net- 
works. More recently, a method has been proposed to 
approximate the perfect Gaussian magnitude response by 
a series of Laguerre polynomials using a least-mean- 
squares norm.> These filters compare favourably with 
the Bessel filters since they provide the same amount of 
stopband attenuation but their transient overshoots are 
less. This paper reports on, the results obtained in an 
attempt to increase the potentiality of this method by 
expanding the ideal magnitude characteristic into a series 
of generalized Laguerre polynomials. In these poly- 
nomials one additional free parameter is available that can 
be used to adjust the attenuation of the impulse response 
overshoots to any prescribed value. Of course, the higher 
the attenuation of the impulse response overshoots, the 
smaller is the stopband rejection in the frequency domain 
so that with this parameter a useful trade-off between time 
and frequency domain specifications is made possible. 
Moreover, it will be shown that some of the afore- 
mentioned classes of filter functions including Bessel 
filters and a most recently introduced class of transitional 
Bessel filters are but special cases of the approximation 
procedure described. Thus, in a sense, all these filters 
belong to a common class that might be referred to as the 
generalized Laguerre filters. 


0033-7722/79/030157+8 $1.50 


© 1979 Institution of Electronic and Radio Engineers 


B. D. RAKOVICH, D. KRSTICH and M. V. POPOVICH 


2 Approximations to the Ideal Gaussian 
Magnitude 


In the beginning, our procedure parallels that used by 
Jones? so that substituting x=w? in the reciprocal-of the 
perfect Gaussian magnitude squared function exp (27) 
and expanding exp (2x) into a series of orthogonal 
polynomials we have 


n 


exp(2x)~ VV ¢,(B)L,(Bx) (1) 


r=0 


where c,(8) are the Fourier coefficients and L,@(8x) are 
the generalized Laguerre polynomials with the explicit 
representation® 


(2) 


L, (Bx) =n! si Gea (stem) 
v=0 


n—-v v! 


For «> —1 the polynomials L,@(B8x) are orthogonal in 
respect of the weight function w(x)=x* exp (—Bx) over 
the interval [0, 00] in the sense that 


i exp ( Bx )x2L, (Bx)L (8x dx 
0 


all (n+a+1) 
Riana aes | ae nm 3 
‘pizes ( ) 


where 64,,, 18 the Kronecker delta function, i.e. 5,,,=0 if 
MEN and 07, —1 4t m—=n- 

If the approximation criterion is stated in terms of a 
least-mean-squares norm the error integral to be 
minimized has the form 


n 


E= { exp(—Bx)x" (<x Cy eds (x) J? 
0 r=0 
(4) 


The integral on the right side of (4) converges only if 
a>-—1, B>4 and the c,(f) (r=0, 1, 2, ...) are obtained 
by the well-known formula for the Fourier coefficients 


¢{8)=h,-* f exp (—Bx)x* exp (2x)L,(Bx) dx (5) 


where, from (3), 


Parl (eat) 


6 
r Beri (6) 


Substituting 


in (5), it reduces to 


om 
Ae Freely ee 
x J exp (—y)y*L,(ky) dy (7) 


Using the formula’ 
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LO ky) = y ane —ky-’ (") x 


T(n+a+1) 


View Ly (8) 


and the orthogonality relations for the generalized 
Laguerre polynomials (3), the last integral‘(7) can easily 
be evaluated 
kat Ea ae ky 
c,(8)= —_— (9) 


Substituting (9) in (1), we have 


n 


exp (2x) PY ¢,L, (Bx) 


r=0 


She ~ AEM (Bx) (10) 


r=0 


or, returning to the previous variables x = w*, k=/(B—2), 
the magnitude squared function of the nth order approxi- 
mant is finally obtained in the form 


1 (11) 
B Cia ig 1 ») r : ‘ 
(55 a, (sa) L,©(Bw*) 


Of course, the transfer function and the pole locations are 
then found by standard method, i.e. by putting w? = —s? 
and factorizing out the roots in the left half of the s-plane. 

The choice of the parameters « and f is an important 
consideration. Unless these two parameters are con- 
strained to «>—1, B>4, the error integral does not 
converge and, hence, in a strict sense the magnitude 
function (11) does not represent a least-mean-squares 
approximant to a perfect Gaussian magnitude charac- 
teristic. On the other hand, the generalized Laguerre 
polynomials are defined for all real values of the para- 
meters « and f and, so is the summation formula (8). 
Also, from the physical point of view, the restrictions 
«> -—1, B>4 are not essential so that it can be concluded 
that all real values of « and f are permissible. 


A,?(w?) = 


3 Applications and Comparison with Other 

Systems 

The two variable parameters « and f in the magnitude 
squared function (11) can be adjusted so that the resulting 
filters fulfils any prescribed specification with respect to 
the attenuation of the first two impulse response over- 
shoots. No additional parameter is available in (11) to 
control other transient overshoots that may occur in the 
impulse response. However, the amplitudes of these over- 
shoots, if any, are so much smaller than the first two that 
they are of no practical significance. 

The problem of determining the unknown parameters 
can be solved by means of a digital computer and a simple 
search program. Suitable search programs are widely 
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available and the computation is not unduly time con- 
suming because the ranges of variables « and § (or 
preferably k=8/(8—2)) are limited for filter functions of 
any degree. Also, decreasing the attenuation of the 
transient overshoot increases k and decreases « for all n. 
However, in order to facilitate the practical applications 


of the filter functions described in Tables 1-5 pole 
locations are presented for filters of order n=3-7 that 
provide equal attenuation of the first and the second 
impulse response overshoots in the range 20-60 dB in 
steps of 10 dB. In all cases the frequency is normalized 
so that:@s ap —=15 


: Table 1 
Pole locations and element values for overshoot attenuation of 20 dB 
Order Pole locations Type Cy ikp C3 jbye Gs Le Cr 
3 —0:4550463 + j0-0000000 M,O 1:2065 0:9037 3-4143 
— 0:3333378 +j1-0341586 
4 —0:6886977 + j0°3294359 M 2:6630 1-:0250 1:1397 0:6078 
—0:3216586 +j1-3081648 O 0:9333 2:7492 0:6995 1:0535 
5 —0-3999099 + j0:0000000 M 31830 08260 1-3563 0:4859 07829 
—0:3038155 +j0:8998570 O 1:1186 0-3025 2°7699 1:0094 1:4336 
—0:2919705 + j2:0004262 
6 — 0:5423754 +j0°2783404 M 2:8269 1-:1184 1:0321 0:6598 0:7720 0:5981 
—0:3008687 +41:0425924 O 1-4494 0:2740 1:8367 1:3536 1:3448 0:7486 
—0-1696079 + j2°1375292 
7 —0:8804910 + j0:0000000 M 2:3628 0:9583 0:6645 0-5210 0:7152 0:8035 0:3419 
—0-7691603 + j0°5815693 O 0:7630 0:5417 0:9514 0:2933 1:8792 1:4478 0:4908 
—0-4015322 +j1-4042416 
— 0:0631516 + j2-7262096 
Table 2 
Pole locations and element values for overshoot attenuation of 30 dB 
Order Pole locations Type Cy 1p C3 IP Cs Le Cr 
3 —0:7050447 + j0:0000000 M, O 2:6267 0:9205 0-6402 
—0-6188066 +j1-:2040005 
4 —0-:9111475 + j0°3989424 M 2°3582 1:0271 0:8493 0:3860 
—0:5962257 +j1:4800545 O 0:7222 2:5940 0:6909 0:6135 
5 — 0:5982826 + j0:0000000 M 2:6343 0:9248 0:9245 0:5689 0:4339 
— 0:5369825 + j0:9785287 O 0:7175 0:3496 2:5004 1:1442 0:7747 
—0:5061261 +j2-1378043 
6 —0-:7608953 +j0°3530044 M 2:3885 1-:0387 0:8216 0:6383 0:5889 0:3272 
—0:5536406 +j1-2390181 O 0:7906 : 0:2751 2:0210 1:2767 0:9874 0:4524 
— 0-4230225 +4j2:4450620 
7 —0:9997708 + j0-0000000 M 2:2952 1:0236 0:7835 0:6121 0:5735 0:5468 0:2368 
—0:-8954854 +j0:6346240 O 0:4323 0:4507 0:8110 0:4297 2:2193 1-3021 0:4264 
—0-5854010 +j1-4853468 
— 0-3482629 + j2:7685687 
Table 3 
Pole locations and element values for overshoot attenuation of 40 dB 
Order Pole locations Type Cy L2 C3 1h Cs Le Cr 
3 —0-9057006 + j0-0000000 M, O 2:3770 0:9308 0:4586 
—0:8477935 +j1-2073181 
4 —1-0771010 +j0-4236493 M 2:2938 1:0278 0:7359 0:2969 
—0°8247224 +j1-4892418 O 0:6152 2:5706 0:7096 0:4591 
5 —0-7773552 + j0:0000000 M 2°3836 0:9713 0:8049 0:5728 0°3112 
— 0:7383759 + j0:9947756 O 0:5521 0:3991 2°3987 1:1451 0:5488 
—0:6896054 +j2-1380748 
6 —0-9161722 + j0-3825218 M 2I909 - 1-020T °° 0-7761- 4° 0-6337. 05223 > 0-2397 
—0:7596073 — +j1-2810656 O 0:5023  0:8473 2:5683 0-6647 0:5186 —0-3820 
— 0:6284109 + j2°4412288 
7: — 1-1208003 + j0-0000000 M 2:2683 1:0191 0:7682 0:6324 0:5635 0:4572 0:1836 
— 1:0312944 +j0°6679192 O 00-3725 1-1736 2:3366 0:4784 0:7622 0:4568 0:3123 
—0:7837735 +j1-5138803 
—0:5677987 +j2-7077402 
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Table 4 
Pole locations and element values for overshoot attenuation of 50 dB 
Order Pole locations Type Gi 1bbs C3 La Cs te Cy 

3 — 1-:0783653 + j0-0000000 M, O 2:2850 0:9038 0:3679 
— 1:0387364 +41-1671269 

4 — 1:2274486 + j0-4367323 M 2:2652 1-:0022 0:6558 0:2458 
— 1-0275089 +j1-4711316 O 0:5405 2:5450 0:7076 0:3760 

5 —0-9361160 + j0-0000000 M 2:2972 0:9930 0:7621 0:5510 0:2488 
—0-9119698 + j0:9784262 O 0:4634 0:4469 24094 1-0971 0:4353 
— 0-8476649 + j2:0722458 

6 —1-0411986 + j0°3981138 M 2:2646 1-0153 0:7636 0:6219 0:4737 0-1960 
—0-9288403 +j1-2872078 O 0:-4175 0:8276 2:2560 0:6881 0:5244 0:3176 
—0-8016210 +j2°3787212 

qf —1-2250170 + j0:0000000 M 2:2591 1-0153 0:7639 0-6353 0:5419 0:4025 0:1537 
— 1-1506488 + j0-6905212 O 0:3348 1:0791 2°4119 0:5239 0:7196 0-4501 0:2524 
—0:9554436 +j1-5250945 
— 0-7562769 +j2°6327313 

Table 5 
Pole locations and element values for overshoot attenuation of 60 dB 
Order Pole locations Type C; Lp C3 ee Cs Le Cr 

3 — 1:2126798 + j0:0000000 M, O 22520 0:8678 0:3187 
— 1-1843885 +j1:1157864 

4 —1-3252101 +j0°4546813 M DSSS} 0:9749 0-6038 0:2184 
— 1-1863622 +j1-4537191 O 0-5002 2:5244 0:6930 0:3307 

5 — 1-:0800245 + j0-0000000 M 2:2692 1-0010 0:7396 0:5204 0:2112 
— 1-:0640316 +j0-9506361 O 0:4075 0:4882 2°4451 1:0333 0:3673 
—0-9841982 +j1-9895975 

6 — 1-1084660 +j0-4165794 M 2:2556 1-:0146 0:7568 0-6081 00-4416 0-1747 
— 0:9321758 +j2°3315455 O 0:6146 Dicey fil 0-7083 0:7066 0-4745 0:2203 
— 1-0425833 +41-3026804 

q] —1-3121403 + j0-0000000 M 22564 1-:0141 0:7620 0:6295 0:5181 0:3650 0-1350 
— 1:2526819 +j0-°7081555 O 0:3078 1-0085 2:4603 0:5627 0-6862 0:4374 0:2172 
— 1-1008027 +j1-5287361 
—0-:9167302 +j2:5617526 


As might be expected, the stopband rejection increases 
with an increase in the maximum tolerable values of 
impulse response overshoots. To illustrate this, in Figs. 
1 and 2 the amplitude and impulse response characteristics 
of the fifth-order approximants with transient overshoots 
of 30 dB, 40 dB and 60 dB down are displayed. Included 
in Fig. 1 are also the passband delay responses of these 
filters which are reasonably flat in all cases. 

For «=0, B=7, the magnitude-squared function (11) 
reduces to that described by Jones.* These functions have 
subsequently been used by Weaver and Broughton® to 
achieve suitable shaping in pulse generation circuitry for 
television equipments. The superiority claimed for the 
Jones filters over the Gaussian filters of Dishal in 
respect of the stopband rejection has been confirmed 
since, for example, the Jones filter for n=5 provides a 
stopband attenuation of 49 dB at the normalized fre- 
quency w=5, which is to be compared with 42-5 dB for 
the Gaussian filter of Dishal. On the other hand, the 
Gaussian filter yields a higher attenuation of transient 
overshoot of 68 dB in comparison with 56 dB for the 
fifth-order filter of Jones. At the same time, the fifth- 
order network of the present design for «=1, k=1-23 
has transient overshoots 70dB down and yet at the 
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normalized frequency w=5 it provides about 5 dB more 
stopband rejection than the Gaussian filter. 

In this connection the following remark seems to be in 
order. For «=O, the generalized Laguerre polynomial (2) 
reduces to the Laguerre polynomial L,(8x) dependent on 
one variable parameter 8. This parameter does not play 
the role of a simple scaling factor which controls only the 
convergence rate of the error integral as suggested by 
Jones, and subsequently by Weaver and Broughton.® 
Since the weight function in the error integral (4) depends 
on f, so also does the final, stable solution obtained by 
minimization of the error integral. This is demonstrated 
in Fig. 3 in which the impulse response of the fifth-order 
filter of Jones («=0, B=7) is shown together with the 
solutions obtained for two different values of B (B=5, 
Bao a= 0): 

The Schissler filters?-'® are known to produce the 
narrowest pulse-width fora given frequency bandwidthand 
a prescribed maximum value of transient overshoot. The 
impulse response of these filters is characterized by (n—1) 
equal transient overshoots where v is the order of the 
network. The transfer functions of these filters have been 
determined by direct time-domain synthesis. First, an 
analogue computer is used to find an approximate 
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Fig. 1. Attenuation and group delay responses of the fifth-order 
filters for overshoot attenuation of 30dB (A); 40 dB (B) and 


60 dB (C). 
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Fig. 3. Impulse responses of the fifth-order networks for «=0 and 
B=SiA) SB —7.(B) and B=15'(C): 


solution sufficiently close to the final result, and then the 
exact transfer function is found by means of a digital 
computer. Since there are (n—1) transient overshoots 
of equal magnitude in the impulse response of Schissler 
filters, it is evident that for n=3 the Schiissler filter and 
the present solution are identical. Also, for n=4 and 
n=5 the results obtained by both methods are quite 
similar. However, increasing the order of the network 
increases the differences between the two designs. This 
is illustrated in Figs. 4 and 5 in which the frequency 
domain characteristics and the impulse responses of the 
seventh-order filters are compared. Both are designed 
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Fig. 2. Impulse responses of the fifth-order filters for overshoot 
attenuation of 30 dB (A); 40 dB (B) and 60 dB (C). 
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Fig. 4. Attenuation and group delay responses of the seventh-order 
filters with 40 dB overshoot attenuation: Schissler filter (S); 
new design (L). 


for 1% transient overshoot (40 dB overshoots attenua- 
tion). The Schiissler filter and the new one have almost 
constant group delay responses in the passband and very 
similar magnitude characteristics up to the end of the 
first octave in the stopband, but the Schiissler filter 
provides more stopband selectivity. On the other hand, 
from the point of view of intersymbol interference in 
pulse communication systems the new design is superior 
because of the long tail in the impulse response of the 
Schiissler filter which has the first six overshoots of equal 
magnitude (Fig. 5). 

The filter functions described can be realized as 
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Fig. 5. Impulse responses of the seventh-order filters with 40 dB 
overshoot attenuation: Schissler filter (S); new design (L). 


passive LC networks or in active form using the data 
presented in Tables 1-5. To facilitate the work, these 
Tables also contain the normalized element values of 
lossless ladder networks with equal resistance termina- 
tions of 1Q (Fig. 6). Two sets of element values are 
given. In the first realization, referred to as maximized 
(M), all reflection zeros are confined to the left half of 
the complex frequency plane. As shown by Bode" 
this type of realization provides the highest gain-band- 
width product but the ratio of the termining capacitances 
may be too high in case of higher-order networks. The 
second realization, which is termed optimum® (O), is 
preferable in some applications since it provides much 
smaller ratios of the terminating capacitances. 

To illustrate the method a fifth-order LC filter was 
designed with the terminating resistances R, = Ry = 150 Q, 
the cut-off frequency f,=500 kHz, and the element 
values (tolerances 1:25°%): C, =5060 pF, L,=46:39 wH, 
C;=1708 pF, L,=27:36 uH, C;=660 pF. The measured 
values of the Q factors of the inductors at f=500 kHz 
were O=210 for L, and O=160 for Ly. In Fig. 7 the 
responses of the filter to an impulse (400 ns duration) 
and a step input waveforms are shown. The experimental 
results were in excellent agreement with theoretical 
prediction. 


Fig. 6. Lossless ladder realization with resistance terminations 
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(a) Vertical scale 0-2 V/div, horizontal scale 500 ns/div; 


(b) Vertical scale 0-5 V/div, horizontal scale 500 ns/div. 
Fig. 7. 


Impulse and step responses of the fifth-order filter 


4 Some Remarks on Linear Phase Filters 

The transfer function of Bessel filters approximating to 
the ideal group delay characteristic in a maximally flat 
sense has the form’? 


yn(0) 
yr(S) 


where the polynomials y,(s) are related to Bessel poly- 
nomials B,(s) by 


F,(s)= (12) 


(2n—k)!s* 


1 2 ! 
YAS)=s A ;) 2 te tke \n—k)! 


pay 


Now, substituting B=2, «=—2n—1 in (2) and em- 
ploying the well-known combinatorial identity'* 


(Geren, (33 (14) 
m m 
we have 

LC -0Q)=(2) 


r=0 2" ri(n—r)! 
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Comparing (13) and (15) we find 


LU, "~ (2s) (16) 


1 
C2) 
Thus, the transfer function of the Bessel filters (12) can 
be written in the equivalent form 


Lie) 


F. — ee 
n(S) jb 2n-— (2s) 


(17) 


meaning that the maximally flat delay approximation is 
only a special case of filter functions using generalized 
Laguerre polynomials. 

It is known'* that generalized Laguerre polynomials 
for «< —n have no real zero for n even and one real zero 
(which is negative) for n odd. Another useful property 
of these polynomials that has been verified by numerical 
computation up to degree n=15 is that they have a 
strictly Hurwitz character for « < «, where «= —(0-021n? 
+1-31n—0-679). Now, if in L,‘~(2s) the parameter « is 
‘adjusted in the range —2n—l<a<a, so that the 
resulting magnitude response has a zero attenuation at a 
frequency near the band-edge, a useful class of transitional 
Bessel filters is obtained. These filters most recently 
derived using a different technique combine a fair amount 
of stopband attenuation with excellent phase linearity 
over a large portion of the passband.*>* 

If, on the other hand, «< —2n—1 is used in (17), the 
stopband attenuation decreases but the attenuation of the 
impulse response overshoots increases when compared 
with that for the Bessel filter (c=—2n—1). As an 
example, in Fig. 8 the frequency domain characteristics 
of the filters using generalized Laguerre polynomials for 
n=4 («=—12:7); n=6 («=—20-75) and n=10 («= 
— 29:0) are plotted together with the Gaussian filters of 
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Fig. 8. Magnitude and group delay responses of the Gaussian 
filters of Dishal and the new filters for n=4; n=7 and n=10. 
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Dishal for n=4, n=7, and n=10. Since for all practical 
purposes the corresponding filters are identical, the 
Gaussian filters can also be considered to be a special 
case of the generalized Laguerre filters. 

The discussion regarding the relative merits of various 
filters belonging to this class can now be concluded by 
stating that the Bessel filters provide least delay distortion 
in the passband and are optimum in those applications 
where the approximation of a constant group delay is of 
overriding importance. From the point of view of the 
attenuation of impulse response overshoots and the stop- 
band rejection they are inferior to the Laguerre filters 
discussed in the preceding Section. For example, the 
fifth-order Bessel filter has the first two overshoots 
34 dB and 49 dB down, respectively, and the stopband 
attenuation of 49:-3dB at the normalized frequency 
w=5. The fifth-order approximant from Table 4, having 
approximately the same stopband rejection, A =50-2 dB 
at the normalized frequency w=5, yields transient over- 
shoot attenuation of 50 dB. As for Gaussian filters of 
Dishal it follows from the discussion in the preceding 
Section that they are optimum in no respect. 


5 Conclusion 

A method has been presented for determining a class 
of all-pole transfer functions intended for pulse appli- 
cations which provides a useful trade-off between fre- 
quency and time domain characteristics of the resulting 
filters. Results derived are more general than those 
previously obtained by using Laguerre polynomial series 
to approximate a perfect Gaussian magnitude response 
because of an additional parameter available with the 
generalized Laguerre polynomials. It has been shown 
that this additional parameter may be used to obtain 
filter characteristics with either more stopband rejection 
or less transient ringing in the time domain. The 
attenuation of impulse response overshoots can be 
adjusted to any prescribed value. In addition, these filter 
functions have been shown to include as special cases 
Bessel filters, Gaussian filters and a recently introduced 
class of transitional Bessel filters. 
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gineers or from those with qualifications 
leading to that status. Essentially you must 
have sound knowledge of current practice in 
HF/VHF/UHF radio equipment design and 
substantial experience of the implementation 
of systems. Experience of power line carrier 
and/or automatic telephone systems would 
also be a considerable advantage. 


The vacancy offers excellent prospects and 
an opportunity to be involved in an interesting 
variety of work. There are also possibilities of 
short overseas visits from time to time. 


Salary will be negotiable depending on 
qualifications and experience. Substantial 
assistance will be given with relocation 
expenses if necessary. 


Please write or telephone for a staff applica- 
tion form to:— 


Mrs B. Bell, Kennedy & Donkin, 
Premier House, Woking, Surrey 
GU21 1DG 

Tel: Woking 5900 


GLC Mechanical 


& Electrical Engineering KENNEDY & DONKIN 


Consulting Engineers 


N,* 


Please mention the Radio and Electronic Engineer 
when replying to advertisements 
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Sony Broadcast Limited 


are engaged in marketing SONY professional broadcast 


equipment throughout Europe, Africa and the Middle 
East. 
We have now an opening for a 


Senior Lecturer 


to assist the Technical Training Manager in providing 
expertise and support for our products, with a special 


emphasis on conducting training courses for customers 
and participating in the planning of further expansion of 


this important function. 


Candidates should have a wide experience in video tape 
recording, in the theoretical analysis of digital circuitry 


and analogue/digital signal processing, and a sound 
knowledge of the broadcasting industry in its most 
modern applications. They must have the ability to 
present ideas clearly to a wide range of students and 
answer the most difficult questions. 


The above senior position is permanent at the Company's 


modern offices in Basingstoke’s new business area. A 


certain amount of travel through the whole marketing 


area and to the Headquarters of Sony Corporation 
could be involved. 


We will provide whatever additional training is necessary 
to familiarise the successful candidate with our modern 


and sophisticated equipment. 


A highly competitive and attractive salary is offered to 


the right person, together with the usual benefits of a 


“UNIVERSAL” 


AC to 
D 
CONVERTER 


CHOICE OF 
5-45-6 75 
~ 9-12 vorts oe 


This ultra wide range power sup- 
ply unit converts the usual 
domestic AC input 220/250 volts 
to a choice of DC outputs: 3-43- 
6-73-9-12 volts DC, selected by a 
rotary switch. The output multi- 
plug is polarity reversing and 
combines a 3.5mm Jack plug with 
2.1mm and 2.5mm _ power plugs 
PLUS 2.5mm Jack plug (slips 
over the 3.5mm plug). Suitable 
wide range of different units. 
Earthed, ventilated metal case 
with pilot light and switch. Ex- 
ceptional value £9.95 + 95p p&p. 


“ager?” 
SOLDERS 
£24.95, 


ING. ait 
FLAME 
Tips 


Precision tool using 

combination of butane 

and compressed oxygen or micro- 
nox. A pencil lead thin flame 
size, adjustable to 5000°F. Cuts 
metals, welds, brazes and solders 
gold, silver. Ideal electricians, 
opticians, dentists, silversmiths, 
modelling, jewellery, clock- 
makers, electronic and compu- 
ter servicing. Up to 30 minutes 
use on fuel supplied. Replace- 
ment set of 2 micronox, 1 butane 
cylinder £2.30 + 25p p&p extra. 
£24.95 + £1.35 p&p. 


large multi-national Company. 
Please write in confidence, giving career history and 
essential details to: 


JOHN DUDLEY & Co. LTD. (Dept REE1), Carolyn House, Water Road; 
Wembley, Middx. (Mail Order) Tel. 01-435 5456 (before noon) 
- Access Accepted 


Personnel Manager 


Sony Broadcast Ltd. 

City Wall House 

Basing View. Basingstoke 
Hampshire UK RG21 2LA 


SONY 


Broadcast 


THE RADIO AND ELECTRONIC ENGINEER 


Journal of the Institution of Electronic and Radio Engineers 


Published monthly by the 


INSTITUTION OF ELECTRONIC 
AND RADIO ENGINEERS 


Advertisement Rates - January 1978 


Fully Displayed Type Area 7 Insertion | 6 Insertions | 12 Insertions 
Editorial and Advertisement Offices: 
99 Gower Street, London WC1E 6AZ 


Telephone: 01-388 3071 


Whole page 254x178| £165 
121x178] £92 


254 x 86 


Half page 


Blocks Screen: 40/48 
Trimmed page size: 297 mmx 210 mm 


Quarter page 121 x 86 £52 


Eighth page 57 x 86 £32 


PUBLICATION DATE: 
2nd Tuesday of month 
EXTRA FOR SPECIAL POSITIONS 
Cover Positions £15 
Facing Contents Page £15 


COPY DATE: 


Facing First Page of Editorial £15 4 weeks preceding publication 


Bleed Off: Extra £13 per page 
Agency Commission 10% 


CLASSIFIED: Set as run-on matter, £4 per s.c.c. Minimum charge £12 
Single column width 20 ems (86 mm) 


Inserts restricted and by arrangement 


Sworn statement of average monthly 
circulation for January-December 1977, 
14,182 
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RADIO COMMUNICATIONS 
ENGINEERS 


You'll find plenty 
of hidden extras 
at Plessey 
Marine Research 


That first glance at a new proposition tends to give only a 
limited view of the issues involved. So if you’re to make the right 
career decision, you'll need to look at the job from various 
angles to discover exactly what's being offered. 

At Plessey Marine Research, part of the international Plessey 
Group, we're offering a particularly attractive package — 
whichever way you look at it. 

From the career point of view, you'll be making the most of 
your specialist knowledge in our progressive R & D Unit, joining a 
challenging programme of advanced projects in ‘state of the art’ 
systems design for navies worldwide. Specifically, you'll be 
involved in sophisticated radio communications design/ 
development — with planned expansion giving you every 
opportunity for career advancement. 

We're looking for Systems Engineers with several years 
communications experience (emphasising aerial design, VLF to 
UHF) to take projects from initial concept to production 
prototype, and Development Engineers with 2 years experience 
in RF circuit design. 

In terms of location and quality of life, you'll find a special 
range of benefits which could give you the life style you’ve 


 @ PLESSEY 


electronic systems 


© Ideal location in the heart of Somerset close to Yeovil, 
Sherborne and the Dorset Coast 


@ plenty of attractive, reasonably priced houses to choose from: 
new semi-detached around £12,000 
detached town houses starting at £21,000 
country cottages from £25,000 


& superb sports facilities for you and your family in the area — 
including cricket, football, archery, squash, badminton, 
indoor and outdoor swimming pools 

& all the very real advantages of life in a country setting, yet 
close to Bristol, Oxford and London via convenient motorway 
networks. 

And we provide the usual large company benefits including 

generous help with relocation expenses. 


FILL IN THE COUPON 


— and take the first step towards real career development and 
a better way of life. 

RTE nO el bli ee a aM he i og Rare ed 
To: Stuart Carter, Personnel Manager, Plessey Marine Research 
Unit, Wilkinthroop House, Templecombe, Somerset. 

Tel: Templecombe (0963 7) 551. 


lam interested in your career opportunities for 
Systems Engineers /Development Engineers (delete as appropriate). 
Please send me an application form. 


NAME 
ADDRESS 


HOME TEL: 


Meweeweweeeweewe ee 
be eee eee ees ee 


Please mention the Radio and Electronic Engineer 


when replying to advertisements 


The Radio and Electronic Engineer, Vol. 49, No. 3 


(vii) 


March 1979 


IERE Conference Proceedings No. 38 


Proceedings of the Conference on 


‘Programmable Instruments’ 


National Physical Laboratory, Teddington, Middlesex— 
22nd to 24th November 1977 


CONTENTS 


PROGRAMMABLE INSTRUMENTS CONCEPTS 


The totally programmable instrument Dr. J. E. Brignell 
and Dr. C. J. Buffam (City University). 


The case for a simple, fast programmable interface 
converter Dr. R. Young and Dr. J. E. Brignell (City 
University). 


MICROPROCESSORS 
SIGNAL SOURCES 


A digitally controlled sinusoidal signal generator Dr. 
J. F. W. Bell and J. Y. F. Chen (University of Aston) 
and J. B. M. Willis (S/NTRA, Paris). 


An_ investigation of linear interpolation applied to 
analogue function synthesis W. A. Evans and N. Navab 
(University College, Swansea). 


A programmable sinewave signal source W. A. Evans 
(University College, Swansea). 


A novel technique for programmed generation of multi- 
frequency composite sinusoids S. M. Jawad (UWIST, 
Cardiff) and Dr. P. A. Payne (University Hospital of 
Wales). 


A microprocessor controlled frequency synthesised 
signal source W. A. Evans and R. W. Jenkins (Univer- 
sity College, Swansea). 


ANALYSERS 

A microprocessor based instrument for rapid frequency 
response measurment Dr. D. Rees and D. Doyle 
(Polytechnic of Wales). 


Retino-tectal mapping using a microprocessor con- 
troller J. M. Sowden, Dr. D. B. Everett, J. H. Satchell 
and J. E. Lewin (MAC). 


DESIGN AND ERGONOMICS 


Front panel design D. E. O’N. Waddington (Marconi 
Instruments). 


Instrument/operator interfacing—a case study Dr. R. 
Murray-Shelley (Polytechnic of Wales) and Dr. J. Shaw 
(University College, Cardiff). 


INTERFACING 


The remote control of instrumentation H. A. Dorey 
(Solartron). 


Design of an IEC interface for a digital voltmeter Dr. H. 
Kohler (University of Erlangen, Nuremberg, Germany). 


Programmable interfacing for microwave gain and 
noise figure measurement N. M. Hosseini, D. A. Abbott 
and Dr. H. V. Shurmer (University of Warwick). 


TEST, MAINTENANCE AND CALIBRATION 


Evaluation of electronic test equipment for service 
application Major B. Reavill (MOD). 


The use of programmable test aids in calibration areas 
K. R. Blackmore (Marconi). 


Debugging microprocessor systems Dr. D. B. Everett 
(MRC). 


APPLICATIONS 


An economical intelligent plotter J. D. Martin and D. T. 
Dalzell (University of Bath). 


A microprocessor-based digital automatic measuring 
equipment—DAME J. B. Watson, P. J. Dodds and R. 
Rawlings (/BA). 


The use of a microprocessor in routine cardiac assess- 
ment F. K. Hanna, Dr. M. Diprose, M. Fitzgerald 
(University of Kent) and D. J. E. Taylor (Kent and 
Canterbury Hospital). 


The application of a microprocessor to provide 
accurate and reliable temperature measurement A. C. 
Carver and P. J. Spreadbury (University of Cambridge). 


Size 297 mm x 210 mm__ 210 pages Price £12.50 ($34.35) post free 


Obtainable from the Publications Department 


INSTITUTION OF ELECTRONIC AND RADIO ENGINEERS 
99 Gower Street, London WC1E 6AZ 
Telephone: 01-388 3071 Ext. 12 
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Conferences, 
Courses and Exhibitions, 
1979-1980 


1979 


@ March 28-30 BIRMINGHAM July/August 1978, p. 400 

2nd National Reliability Conference (NCSR, IQA) 

National Centre of Systems Reliability, Wigshaw Lane, Culcheth, 
Warrington, WA3 4NE (Tel. Warrington 31244) 


@April 2-4 BRIGHTON 

MicroTest ’79 (SERT, IERE, IEE) 

C. R. Holland, Society of Electronic and Radio Technicians, 
8-10 Charing Cross Road, London WC2H OHP. (Tel. 01-240 
1152) 


April 2-4 BRIGHTON 

Seminar on Vacuum Processes for the Electronics Industry 

Mrs R. G. Keiller, Sira Institute Ltd, South Hill, Chislehurst, Kent 
BR7 SEH (Tel. 01-467 2636) 


*April 2-6 GATWICK 

2nd European/USA Life-cycle Cost Analysis Workshop 

National Terotechnology Centre, Cleeve Road, Leatherhead, 
Surrey KT22 7SA. (Tel. Leatherhead 78242) 


April 2-6 BIRMINGHAM 

Inspex 79 

BCE (Inspex) Ltd, 153 St. Pauls Wood Hill, Orpington,‘ Kent 
BRS 2SR (Tel. 01-300 3200) 


April 2-7 PARIS 
22nd International Electronic Components Exhibition ; 
SDSA, 20 rue Hamelin, F-75116 Paris (Tel. (33.1) 505.13.17) 


April 3-5 CAMBRIDGE 

Meeting on Molecular Dynamics of Polymeric Systems (Dielectrics 
Society) 

Dr C. W. Smith, Department of Electrical Engineering, University 
of Salford, Salford, MS 4WT (Tel. 061-753 5843) 


@ April 3-5 NOTTINGHAM 

Conference on Low Light and Thermal Imaging (IEE, IoP, IERE, 
SPIE, EUREL) 

IEE ‘Conference Department, Savoy Place, London WC2R OBL 
(Tel. 01-240 1871) 


April 22-29 BOULDER, COLORADO 

Proceedings and Workshop on Solar-Terrestrial Predictions 

Dr R. F. Donnelly, STP/P-W Program, Space Environment 
Laboratory, NOAA ERL, Boulder, Colorado 80302, USA 


April 23-26 BAHRAIN 

MECOM ’79 Middle East Electronic Communications Show and 
Conference 

John Philips, Arabian Exhibition Management, 11 Manchester 
Square, London W1M SAB (Tel. 01-486 1951) 


@April 24 yvorK January 1979, p. 13 

Microprocessing 79—‘Micros in Society’ (IERE Yorkshire Section, 
BCPA) 

B. Mann, 65 Westfield Lane, Kippax, Leeds LS25 7JA (Tel. Leeds 
462873-day, 868586-evening). 


April 24-29 LONDON 

High Fidelity 79 Exhibition 

Emberworth Ltd, London House, Oxford Road, Stokenchurch, 
Buckinghamshire HP14 3SX (Tel. 024026 2674/5) 


The Radio and Electronic Engineer, Vol. 49, No. 3 


The date and page references in italics at the head of an 
item are to issues of The Radio and Electronic Engineer in 
which fuller notices have been published. An asterisk (*) 
indicates a new item or information which has been 
amended since the previous issue. The symbol (e) 
indicates that the IERE has organized the event or is a 
participating body. 


Further information should be obtained from the 
addresses given. 


May 9-11 LONDON 

SEECON ’79—Symposium on Environmental Engineering Today 

Conference Secretary, Society of Environmental Engineers, Owles 
Hall, Buntingford, Herts. (Tel. (0763) 71209) 


@ May 21-23 LONDON February 1979, p. 59 
Conference on Television Measurement (IERE, IEE, IEEE) 
TERE, 99 Gower Street, London WCIE 6AZ (Tel. 01-388 3071) 


May 21-27 moscow 

8th IMEKO Congress 

IMEKO Secretariat, 1371 Budapest, P.O.B. 457, Hungary (Tel. 
(36-1) 324 116) 


May 29-31 BATH 

9th International Symposium on Multiple-Valued Logic 

(University of Bath, Virginia Polytechnic Institute and State 
University, IEEE Computer Society, ACM) 

Dr. S. L. Hurst, Department of Electrical Engineering, Univer- 
sity of Bath, Bath BA2 7AY (Tel. 0225-6941) 


June 11-15 MONACO 

14th Microwave Power Symposium (IMPI) 

M. Lefeuvre, Technical Programme Chairman, Directeur du 
Laboratoire des Micro-Ondes, E.N.S.E.E.1.H.T., 2 rue Charles 
Camichel, 31071 Toulouse Cedex, France 


June 19-21 SAN DIEGO 

10th Annual [IEEE Power Electronics Specialist Conference 

Jerry Foutz, Code 9234, Naval Ocean Systems Center, San Diego, 
CA 92152, USA (Tel. (714) 225-2752) 


June 19-21 WEMBLEY, MIDDLESEX 
TESTMEX—Electronic Test and Measuring Instrumentation 
Exhibition (SIMA, Electronic Promotions Group) 


' Trident International Exhibitions Ltd, Abbey Mead House, 


23a Plymouth Road, Tavistock, Devon PL19 8AU (Tel. 0882 
4671) 


June 25-29 GRIGANO, ITALY : 

International Conference on Information Theory (IEEE) 

Prof. M. Pursley, Department of Electrical Engineering, University 
of Illinois, Urbana, Ill. 61801, USA 


July 2-4 DURHAM 

Conference on Insulating Films on Semiconductors 

Professor G. G. Roberts, Department of Applied Physics and 
Electronics, University of Durham, Science Laboratories, South 
Road, Durham DH1 3LE. 


July 2-6 LONDON 

Film ’79—Conference and Exhibition 

Bill Pay, Conference Co-ordinator, BKSTS, 110-112 Victoria 
House, Vernon Place, London WCIB 4DJ (Tel. 01-242 8400) 


@July 3-5 BRIGHTON 

International Conference on Computer Aided Design and Manufacture 
of Electronic Components, Circuits and Systems (IEE, IMA, 
IERE, EUREL) 

IEE Conference Department, Savoy Place, London WC2R OBL 
(Tel. 01-240 1871) 


July 3-5 LEEDS February 1979, page 56 

LEETRONEX—Leeds Electronics Exhibition 

C. S. Petch, Department of Electrical and Electronic Engineering, 
University of Leeds, LS2 9JT (Tel. Leeds 31751, ext. 328) 


(ix) March 1979 


July 8-10 COLCHESTER October 1978, p. 594 
Symposium on Consumer Electronics 
Ian Channing, Society of Electronic and Radio Technicians, 8-10 


Charing Cross Road, London WC2H OHP (Tel. 01-240 1152) 


July 17-20 CRANFIELD, BEDS 

Conference on Mechanized Information Storage and Retrieval 
Systems (INSPEC) 

INSPEC, c/o IEE, Nightingale Road, Hitchin, Herts (Tel. 0462- 
53331) 


@July 24-27 SOUTHAMPTON September 1978, p. 469 

International Conference on Video and Data Recording (IERE, 
IEE, IoP, RTS, SMPTE, IEEE, RAeS) 

IERE, 99 Gower Street, London WCIE 6AZ (Tel. 01-388 3071) 


August 27-31 

IREECON ’78 

Institution of Radio and Electronics Engineers Australia, Box N127 
Grosvenor Street Post Office, Sydney, N.S.W. 2000, Australia 
(Tel. (02) 29-5041 pk 


SYDNEY, N.S.W. 


@September 4-7 LANCASTER 

Conference on Land Mobile Radio (IERE, IEE, IEEE, SERT) 

IERE, 99 Gower Street,London WCIE 6AZ (Tel. 01-388 3071) 
(Papers by 4th April 1979) 


*September 12-13 LONDON 

Seminar on Communications in Microprocessor Industrial 
Instrumentation 

Mrs. R. Keiller, Sira Institute Ltd, South Hill, Chislehurst, Kent 
BR7 5EH (Tel. 01-467 2636) 


@September 12-14 EDINBURGH January 1979, page 13 

5th International Conference on Charge Coupled Devices 
(University of Edinburgh, IERE, IEE, RSRE) 

W. Campbell, Centre of Industrial Consultancy & Liaison, 
University of Edinburgh, 16 George Square, Edinburgh, EH8 
OLD (Tel. (031) 667 1011, ext. 2451) 


@September 18-21 SOUTHAMPTON 
Fifth European Solid State Circuits Conference—ESSCIRC (IEE, 

IERE, IMA, IoP, EUREL) 

IEE, Conference Department, Savoy Place, London WC2R OBL 

(Tel. 01-240 1871) 

(Abstracts by 2nd May, 1979) 
September 20-26 GENEVA January 1979, page 13 
TELECOM 79 
International Telecommunication Union (ITU), CH 1211 Geneve 

20, Switzerland 


*October 2-4 TORONTO 

Electrical, Electronics Conference and Exposition 

International Electrical Electronics Conference & Exposition, 
1450 Don Mills Road, Don Mills, Ontario, Canada M3B 2X7. 


October 2—4 COVENTRY 

Electronic Instruments Exhibition 

Industrial and Trade Fairs Ltd, Radcliffe House, Blenheim Court, 
Solihull, West Midlands, B91 2BG (Tel. 021-705 6707) 


October 9-11 LONDON 

Electronic Instruments Exhibition 

Industrial and Trade Fairs Ltd, Radcliffe House, Blenheim Court, 
Solihull, West Midlands B91 2BG (Tel. 021-705 6707) 


October 9-13 BASLE, SWITZERLAND 

Inteltec 79 

Inteltec 79 Secretariat, c/o Swiss Industries Fair, P.O. Box CH-4021, 
Basle, Switzerland (Tel. 061/262020) 


October 22-24 LOS ANGELES 

Conference on Computers in Aerospace II (AIAA, IEEE, ACM, 
NASA) 

Richard R. Erkeneff, McDonnell Douglas Astronautics Co., 5301 
Bolsa Avenue, Huntingdon Beach, California 92644 (Tel. (714) 
896 4975) 

(Abstracts by 28th May 1979; Papers by 24th August 1979) 
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@ October 29-November 2 LONDON 
2nd International Conference on Automotive Electronics (IEE, IERE, 
IMA, IMechE, IEEE, Inst Pet, SAE, AEEI) 


IEE, Conference Department, Savoy Place, London WC2R OBL 


(Tel. 01-240 1871) 
(Papers by 4th June 1979) 


*November 6-10 HELSINKI 

FinnTec/Elkom 

Electronic Engineering Association, Leicester House, 8 Leicester 
Street, London WC2H 7BN (Tel. 01-437 0678). - 


November 6-10 MUNICH 

Productronica 79—3rd International Exhibition for Electronics 
Production 

ECL Ltd, 11 Manchester Square, London W1M SAB (Tel. 01-486 
1951); MMG, Messegelande, Postfach 121009, D-8000 Munchen 12. 


*November 20-23 LONDON 

Electronics ’79 Exhibition 

Electronics Components Industry Federation, Liberty House, 
Regent St, London WIR 5ER (Tel. 01-437 4127) ; 


*December 4-8 LONDON 

Breadboard ’79 (Home Electronics) 

Trident International Exhibitions Ltd, Abbey Mead House, 
23a Plymouth Road, Tavistock, Devon PL19 8AU (Tel. 0882 
4671) 


December 10-15 PARIS 
International Exhibition of Electrical Equipment (SDSA) 
SDSA, 20 rue Hamelin, F-75116 Paris (Tel. (33.1) 505.13.17) 


@December 11-13 BRIGHTON 

Automatic Testing ’79—Conference and Exhibition 

Network, Printers Mews, Market Hill, Buckingham MK18 1JX 
(Tel. Buckingham (02802) 5226/5227) 


1980 


* @February 26-29 LONDON 

Conference on Submarine Telecommunications Systems (IEE, IERE, 
IoP, IMA) 

IEE, Conference Department, Savoy Place, London WC2R OBL 
(Tel. 01-240 1871) 


*May 13-16 UTRECHT 

Tech-Transfair ’80 

Royal Netherlands Industries Fair, P.O. Box 8500, 3503 RM 
Utrecht, Holland (Tel. (030) 914914) 


*@September 20-24 BRIGHTON 

IBC 80—International Broadcasting Convention and Exhibition 

IBC. Secretariat, IEE, Savoy Place, London WC2R OBL 
(Tel. 01-240 1871) 


September 22-26 CANNES 

Sth Internationah Vacuum Congress and 4th International Conference 
on Solid Surfaces 

1980 Steering Committee, Societe Francaise Du Vide, 19 rue du 
Renard, 75004 Paris, France. 


November 13-15 MUNCH 

International Conference on Microelectronics 

VDE-Zentralstelle Tagungen, 6000 Frankfurt am Main 70 
Stresemannallee 21, (Tel. (0611) 6308202) 


November 15-17 BUDAPEST 

Explosion Hazards and Electricity Conference 

Hungarian Electrotechnical Association, H-1055 Budapest, Kossuth 
Lajos ter 6-8 


December 4-8 PARIS 

International Conference on Radar 

Secretariat General du Colloque International sur le Radar 
11 rue Hamelin, 75783 Paris Cedex 16, France (Tel. 50514 27) 
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LOCAL SECTIONS IN GREAT BRITAIN 


North Eastern Section 
Chairman: E. Chicken, B.Sc., M.Sc., F.I.E.R.E. 
Honorary Secretary: A. Sibbald, B.Sc., 


18 Dunsdale Road, Holywell, Whitley Bay, Tyne and Wear, 


NE25 ONG. 


North Western Section 
Chairman: T. Thomas, M.1|.E.R.E. 


Honorary Secretary: A. Williams, B.Sc., M.1.E.R.E., 
2 Broadgate, Dobcross, Oldham, Lancashire. 


Merseyside Section 
Chairman: J. A. Crimes, M.I.E.R.E. 


Honorary Secretary: A. H. Hawkins, M.1.E.R.E., 
Grove Cottage, Grove Road, Great Mollington, Chester. 


Yorkshire Section 
Chairman: G. F. Lane Fox, M.I.E.R.E. 


Honorary Secretary: B. Mann, M.Sc., M.I.E.R.E., 
65 Westfield Lane, Kippax, Leeds LS25 7JA. 


East Midland Section 
Chairman: D. H. Andrews, M.1.E.R.E. 


Honorary Secretary: E. R. Hack, M.I.E.R.E., 
10 Grafton Drive, Wigston Magna, Leicester. 


West Midland Section 
Chairman: B. R. Evans, M.Sc., F.1.E.R.E. 


Honorary Secretary: R. Turner, 
55 High Street, Pensnett, Brierley Hill, West Midlands. 


South Midland Section 
Chairman: D. W. Iliffe, M.1.E.R.E. 


Honorary Secretary: D. M. Dawson, B.Sc., 
9 Arden Road, Leckhampton, Cheltenham, Glos. 


East Anglian Section 
Chairman: M. Gibson, M.I.E.R.E. 


Honorary Secretary: P. D. G. Marlow-Mann, M.I.E.R.E., 
23 Theobalds Road, Leigh-on-Sea, Essex, SS9 2NE. 


Southern Section 
Chairman: L. C. Walters, M.A., M.1.E.R.E. 


Honorary Secretary: Capt. P. G. Wigney, RN (Rtd), M.I.E.R.E., 


Green Place, Stockbridge, Hampshire. 


South Western Section 

Chairman: P. A. S. Prance, M.1.E.R.E. 

Honorary Secretary: C. L. Munday, M.1.E.R.E., 

537 Locking Road, Weston-Super-Mare, Avon, BS22 8QU 


Thames Valley Section 

Chairman: P. W. Day, M.I.E.R.E. 

Honorary Secretary: G. M. Cornell, M.1.E.R.E., 

11 Maxwell Close, Woodley, Reading, Berkshire, RG5 4LS 


Beds. and Herts. Section 

Chairman: Professor C. W. Miller, D.Sc., F.I.E.R.E. 
Honorary Secretary: T. W. Payne, M.i.E.R.E., 

24A Mayflower Road, Park Street, St. Albans, Hertfordshire 


Kent Section 
Chairman: N. G. Donnithorne, M.I.E.R.E,. 


Honorary Secretary: S. Watson, 
91 Burnham Walk, Rainham, Kent. 


Scottish Section 

Chairman: W. D. Oxenham, M.A., B.Sc., M.I E.R.E. 
Honorary Secretary: J. B. McHale, M.I.E.R.E.. 

28 Lever Road, Helensburgh, Dunbarton G84 9DP. 


South Wales Section 
Chairman: |. D. Dodd, B.Sc., M.I.E.R.E. 


Honorary Secretary: J. Coggins, M.1.E.R.E., 
30 Manor Rise, Whitchurch, Cardiff. 


Northen Ireland Section 

Chairman: A. D. Patterson, B.A., M.I.E.R.E. 
Honorary Secretary: J. T. Attridge, M_1.E.R.E., 
33 Kilmakee Park, Belfast BT5 7QY. 


THE INSTITUTION OVERSEAS 


Canada 
Divisional Chairman: R. W. Wray, F.I.E.R.E. 


Administrative Secretary: Mrs. E. Voyer, 
Room 300, Burnside Building, 
151 Slater Street, Ottawa K1P 5H3. 


India 
National Representative: P. K. Patwardhan, Ph.D., F.I.E.R.E., 
328 Linking Road, Khar, Bombay 400052. 


Hong Kong 

Section Chairman: D. S. P. Chan, M.I.E.R.E. 

Honorary Secretary: M. C. Lau, B.Sc.(Eng.), M.I.E.R.E., 
c/o G.P.O. Box 10007, Hong Kong. 


South Africa 
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